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1959,  PP  5-103- 

The  Processing  of  Nickel  and  Copper,  toy 
A,  A.  Tseydler,  (DC-31^0). 
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Tires  toy  Retreading,  toy  N.  Mikhaylov,  S. 
Fedorov,  18  pp. 

RiBBIAN,  per,  Avtomat  Trans,  Wo  5,  195 9, 
pp  l6-l8,  36J+I. 
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Ferrous  Metals,  by  V.  Cheplanor,  13  «?• 

RUSSIAN,  per,  Flataaay  SSSR,  No  6,  1959, 
pp  27-3^- 

On  the  Selection  of  a  Technologies!  Syst« 
for  Processing  Hepheline  Rock  of  the  Uthnr 
Deposit  in  Krasnoyarsk!/  Kray,  by  A.  CS. 

Bykovka,  Ye.  I.  Ihazanov,  (NY-3001/5). 

RUSSIAN,  per,  Iz  Slblrskogo  Otdel  Ak  Nauk 
SSSR,  No  6,  1959,  PP  03-W- 

Improvement  of  the  Technological  System  of 
Concentrating  Nonferrous  Metals  in  Connection 
With  a  Study  of  Ifceir  Material  Composition, 
by  V.  M.  Araahkevich,  (NY-3001/5). 

RUSSIAN,  per,  Iz  Vys  Ucheb  Zaved,  Gornyy 
Zhur,  No  6,  195&,  pp  130"135* 

Conference  in  Scientific-Research  Institute 
of  Tire  Manufacture  Industry,  by  T.  S. 

Kaplun. 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  4,  1959, 
pp  ^9,  50. 

At  Moscow  Tire  Factory,  by  I.  L.  Gofman- 
RUSSIAN,  per,  Kauchuk  1  Rezina,  No  k,  1959, 

P  53- 

Bulletin  of  Moscow  Tire  Factory,  by  N.  Krylova. 
RUSSIAN,  per,  Kauchuk  1  Rezina,  No  k,  1959, 

pp  62,  63. 

The  Oil  Refining  Industry  in  the  USSR  During 
the  Seven-Year  Plan  (1959_19^5),  by  V.  P. 
Sukhanov,  (NY-3153). 

RUSSIAN,  per,  Khim  i  Tekh  Topliv  1  Mas  el. 

No  9,  1959,  ppl^ 

Air-Separation  Ifaits,  by  K.  N.  Ivanov,  1.  R. 
Margolin,  6  pp. 

RUSSIAN,  per,  Eialorod,  No  2,  1959- 


JPRS  L-1018-H 


♦JPRS 


♦JPRS 


♦ATIC  MCL-b3l/V 


♦ATIC  MCL-A31/V 


♦ATIC  MCt-h3l/V 


♦JPRS 


JPRS  1982-N 


-  3  - 


USSR 

Economic  (Contd) 


Liquid  Nitrogen  Installation,  by  T.  D.  Zubehik, 
A.  D.  Kochergin,  4  pp. 

RUSSIAN,  per,  Wltlorod,  So  2,  1959,  PP  9-1** 

Selected  Translations  on  Soviet  Machine  Build¬ 
ing  —  No  5,  Chemical  Equipment,  21  pp. 

RUSSIAN,  per,  Klslorod,  No  2/Z,  1959- 

Rumps  for  Liquefied  Gases,  by  Yu.  A. 
Miroslavskaya,  4  pp. 

RUSSIAN,  per,  Elslorod,  No  3,  1959- 

KTK.-J  Oxygen  Turboc ompres  sor ,  6  pp. 

RUSSIAN,  per,  Kislorod,  No  3,  1959, 

PP  51,  52. 

The  Main  Trends  in  the  Development  of  the 
Leather  Industry  Between  1959  and  19^5,  by 
V.  A.  Volkov. 

RUSSIAN,  per,  Kozhevenno-Obuvnaya  Prom, 

Nc  1,  1959.. 

More  Attention  Is  Given  to  Loading  and 
Unloading  Operations  in  Transportation, 
by  V.  Dubchak. 

RUSSIAN,  per,  Morskoy  Flot,  Jan  1959, 

PP  4,  5* 

Flagship  of  the  Whaling  Fleet. 

RUSSIAN,  per,  Morskoy  Flot,  No  1,  1959, 
p  4 8. 

Utmost  Reduction  in  the  Cost  of  Precast 
Concrete,  by  B.  Budanov,  6  pp. 

RUSSIAN,  per,  Narodnoye  Khoz  Kazakh,  No  1, 
Alma-Ata,  1959,  PP  82-65? 

Vital  Problems  of  Mechanisation  and  Auto¬ 
mation  in  Altay  Mines,  by  K.  Akhmetov, 

N.  Naumov,  ( NY-3001/5 )• 

RUSSIAN,  per,  Narodnoye  Khoz  Kazakh, 

No  8,  1959,  pp  21-26. 
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Concerning  the  Working  Out  of  the  Combined 
Fuel  and  Power  Balance,  by  A.  Gruaho,  E. 
Shteingaus,  (KY-3198) • 

RUSSIAN,  per.  Plan  Khoz,  No  7,  Moscow, 

1959,  PP  34-48. 

The  Planning  and  Construction  of  Borehole 
Loci  for  Underground  Gasification,  by  0.  V. 
Kruglov. 

RUSSIAN,  per,  Podzcmnaya  Gazifikataiya  'Jgley, 

No  1,  1957- 

Proposals  and  Ideas  Arising  From  a  Discussion 
on  the  Present  State  and  ^mediate  Future 
Programme  for  the  Development  of  Underground 
Gasification  Held  From  the  23rd-28th  May 
1957,  in  the  USSR  Academy  of  Sciences,  by 
A.  M.  Terpigorev. 

RUSSIAN,  per,  Fodztaanaya  Gazifikatsiya  Ugley, 

No  3,  1957,  PP  7-12. 

Econometrics  —  The  Start  of  a  New  Science, 
by  T.  Girsanov,  V.  Popov,  5  pp. 

RUSSIAN,  np,  Pravda,  No  202,  28  Aug  1959,  P  2. 

Examples  of  Inefficiency  in  Soviet  Industry, 

3  PP- 

RUSSIAN,  np,  Prom-Ekon  Gazeta,  31  Jul  1959, 

PP  2,  3> 

A.  'Ibis  Will  Be  Achieved  in  the  Seven  Year 
Plan,  by  K.  Ye.  Ivanov;  B.  Labor  Develop- 
mer  .,  by  Ya.  K.  Aleseyev,  A.  F.  Petrushyevskiy, 
V.  I.  Shramko;  C.  Clearance  Gage,  15  pp. 

(ID  2J.24136) 

RUSSIAN,  per.  Put  i  Putevoye  Khoz,  No  2, 

1959,  PP  4-7,  15-17,  29,  3&-48- 

The  New  Capital  (Moscow)  Airport. 

RUSSIAN,  np,  Sovet  Aviatsiya,  No  188, 

12  Aug  1959,  P  1- 

Gas-Chamber  Railway  Car,  by  S.  Ivanov,  3  PP- 
RUSSIAN,  np,  Sovet  Patriot,  19  Aug  1959- 
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Change  in  the  Index  for  Evaluating  the 
Performance  of  Open-Hearth  Furnace*,  by 
D.  A.  Smolyarenko,  I.  I.  Tafanor,  8.  8. 
Levitin  13 

RUSSIAN,  per,  Stal,  No  7,  1959,  PP  604-609- 

Method  of  Determining  the  Production  Capacity 
of  Qpen-Hearth  Furnaces,  by  A.  N.  Moroscrv, 

M.  M.  PiachUcov,  8  pp. 

RUSSIAN,  per,  Stal,  No  7,  1 959,.  pp  610-612. 

Determining  the  Production  Capacity  of  Open- 
Hearth  Furnaces  and  Shops,  by  A.  K.  Pochtaaa, 

4  pp. 

RUSSIAN,  per,  Stal,  No  7,  1959,  PP  &-3,  6l4. 

Lift  the  Construction  Industry  to  a  New  and 
Higher  Level,  by  V.  Kacherenko,  9  PP- 
RUSSIAN,  rrp,  Stroitel  Gazeta,  9  Aug  1959, 

PP  2,  3- 

Gigantic  Leap  Forward,  by  M.  Preskuryakor, 

5  PP- 

RUSSIAN,  np,  Stroitel  Gazeta,  19  Aug  1959, 

p  2. 

Raise  the  Technical  Level  of  Production  in 
the  Building  Materials  Industry  Steadily, 
by  I.  I.  Lebed',  12  pp. 

RUSSIAN,  per,  Stroitel  Materlaly,  No  7, 

1959,  PP  1-8- 

Increase  the  Quality  of  Large  Diameter 
Welded  Gas  and  Oil  line  Pipe,  7  PP* 

RUSSIAN,  per,  Stroitel  Truboprovodcrv, 

No  7,  1959,  PP  28-30. 


Seme  Questions  of  Principle  In  Thermal 
Electric  Power  Station  Development,  by 
P.  Ya.  Tyurin,  (NY-3201). 

RUSSIAN,  per,  Teploenergetlka,  No  5, 
Moscow,  1959,  pp  8-16. 


JPRS  L-IO36-N 


JPBS  L-1036-N 


JPRS  L-IO36-N 


JPBS  1946-N 


JPBS  1946-N 


JPBS  1946-N 


JPBS  1978-H 


♦JPRS 
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USSR 

Economic  (Contd) 


A  "TU-llh"  Aircraft  Plant,  3  pp. 

RUSSIAN,  np,  Trud,  17  If  or  1957/  P  4. 

Die  New  Moscow  Airport. 

RUSSIAN,  op,  Trud.  8  Aug  1959,  P  1. 

Certain  Problems  In  Developing  the  Copper 
Smelting  Industry  of  Central  Kazakhstan, 
by  V.  I.  Zubarev,  8  pp. 

RUSSIAN,  per,  Tsvetayy  Me  tally.  No  3/  1959/ 
pp  1-4. 

Converting  High-Dead  Mattes  at  the  Ust'- 
Kaaenogorak  Lead  Plant,  by  K.  A.  Abdeyev, 

0.  G.  Miller,  N.  N.  Kubyshev,  A.  T.  Matveyev, 

4  pp. 

RUSSIAN,  per,  Tsvetnyye  Me  tally.  No  3/  195 9, 

PP  23-25. 

Experience  in  Starting  and  Operating  an  Indus¬ 
trial  Installation  for  Zone  Melting  of  Tin, 
by  A.  YU.  Baymakov,  I.  M.  Sellvanov,  8  pp. 
RUSSIAN,  per,  Tsvetnyye  Me  tally.  No  3/  195 9> 

PP  32-37. 

Conference  on  Roasting  in  a  Fluidized  Bed, 
by  YU.  Ya.  Ql'skiy,  5  pp. 

RUSSIAN,  per,  Tsvetnyye  Me  tally,  No  3/  1959/ 

PP  79,  80. 

The  Contribution  of  Specialized  Institutes  of 
the  Ural  Region  to  the  Development  of  Noaferrous 
Metallurgy,  by  V.  A.  Ustalov,  7  PP- 
RUSSIAN,  per,  Tsvetnyye  Metally,  No  4,  1959/ 
pp  1-4. 

Retreatment  of  Copper-Lead  Ores  of  the 
Dzhezkazgansk  Deposit  According  to  the 
System  of  Collective  Flotation  With  Sub¬ 
sequent  Pyro-Selective  Concentration  in 
a  Converter,  by  A.  T.  Drobchenko,  V.  D. 

Bulatov,  A.  A.  Babadzhan,  L.  M.  Kabanov, 

11  pp. 

RUSSIAN,  per,  Tsvetnyye  Metally,  No  4,  1959/ 
pp  10-15 . 
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JPRS  I96I-N 


-  7  - 


USSR 

Ecoaonlc  (Coatd) 


Organizing  the  Production  of  Anodes  From 
Molten  Blitter  Copper  at  Copper-id*.  '-ting 
Plants  of  the  Sverdlovsk  Economic  Region, 
by  V.  A.  Aglitskiy,  D.  A.  Kroneberg,  3  pp. 
RUSS1AH,  per,  Tsvetnyye  Metally,  Bo  k, 

1959,  pp  26-29. 

Certain  Properties  of  Modern  Converter  Opera¬ 
tions  and  Efficient  Technology  in  Copper - 
Smelting  Plants  of  the  Ural  Region  During 
the  Seven- Year  Plan,  by  L.  M.  Gazaryan,  15  PP- 
RUSSIA*,  per,  Tsvetnyye  Metally,  Ho  h,  1959, 
pp  3h-h2. 

Early  Fulfillment  of  the  Seven-Year  Plan 
for  the  Production  of  Mineral  Fertilizer,  by 
Ye.  A.  Sokolova,  (DC-2700/7). 

RUSSIAN,  per,  Udobreniye  1  Urozhay,  Ho  8, 

1959,  PP  1-7- 

Normalization  in  a  Machine-Building  Plant, 
by  P.  K.  Gedyk,  13  pp. 

RUSSIAN,  per.  Vest  Mash,  Vol  XXXVI,  No  3, 

1956,  pp  85-88. 650553 

Standardization  and  Normalization  in  Machine- 
Building,  by  A.  I.  Baranov,  V.  V.  Kuzmin, 

5  PP-  _ 

RUSSIAN,  per.  Vest  Mash,  Vol  XXXVI,  Ho  7, 

1956,  pp  89,  90.  6505^2 

Automatization  and  Mechanization  of  Communi¬ 
cation  Facilities. 

RUSSIAN,  per.  Vest  Svyazl,  No  6,  1958, 

PP  l> 

Hie  Development  of  a  Multi-Program  Broadcast 
in  Georgia. 

RUSSIAN,  per.  Vest  Svyazi,  Ho  6,  1958, 
pp  15,  16. 

Communication  Facilities  and  Radiofication 
for  Service  to  the  Collective  Farm  Produce. 
RUSSIAN,  per,  Vest  Svyazi,  Ho  6,  1958, 
pp  19,  20. 


JPRS  1961-H 


JPRS  1961-H 


*JPRS 


ATIC  ?-TS-9j^9/:.II 


ATIC  F-TS-9^51/III 


*ACSI,  H-4955,  A 


*ACSI,  H-^955,  B 


•ACSI,  H-h955,  C 
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USSR 

Economic  (Contd) 


Vide  AutoesfttlMktlon  of  Crjeminl  cation  Meesie 
<a  th»  country* 

RUSSIAN,  per,  V— t  3y7*»1i  *o  It,  1958, 
pp  13,  !*»• 

Hie  Mikity  Antenna  Support  for  tbe  Mosecw 

Television  Center,  h  pp- 

RUSSIAN,  per,  V— t  Svyaxl,  No  6,  195$, 

PP  13,  1^* 

Hoy  Uve  Nev  Automobile  Wee  Created. 
RUSSIAH,  per,  2*  Roles,  Ho  3,  1959, 
pp  15,  16. 

Flight  Roles  for  CItII  Aircraft  1b  the 
USSR,  4l  PP- 
GERMAN,  rpt,  1959- 


*AC31,  H-h952,  B 


AH  1255982 


♦ACSl,  H-^939 
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USSR 

Political 


The  Dismissal  of  Marshal  Zhuk  or,  by  M.  0. 
axgrfeifcoTj  3  ffp  * 

M89IAN,  aerograph,  Moral  'ao-Politlcb— klye 
Faktorv  f  3ovrameimo~ foyne ,  Moscow,  1958. 

Soviet  Higher  and  Local  Party  Organa,  by 
L.  Slepoy,  113  pp- 

RUSSIAN,  bk,  Vysahlye  1  Mcaturye  Organy 
Partli.  Moscow,  195®,  pp  1-128. 

The  Development  of  the  World  Socialist 
System  Towards  Communism,  by  P.  Fedoseyev, 

I-  Pomelov,  26  pp. 

RUSSIAN,  per,  Knmminist,  No  5,  1959,  pp  27-43 . 

The  Building  of  Communism  and  the  All-Round 
Development  of  Personality,  by  G.  Gak, 
(DC-3146). 

RUSSIAN,  per,  Koanunlat,  No  12,  Moscow,  1959# 
PP  34-47. 

Course  Social  Influence,  by  V.  Pchelin, 
(DC-31^,. 

RUSSIAN,  per,  Kommuniat,  No  12,  Moscow,  1929, 

pp  58-68. 

Measure  for  Inproving  Scientific  and  Technical 
Information  and  Propaganda,  6  pp. 

RUSSIAN,  rp,  Prom-Ekon  Gazeta,  No  58,  1959, 
pp  2,  4. 

SEATO  -  A  Weapon  of  Colonialism  and  Aggression. 
RUSSIAN,  up,  Sovet  Aviatslya,  10  Sep  1959, 

P  k. 

US  Strategic  Air  Force  -  A  Weapon  of  Policy 
11  From  the  Position  of  Strength". 

RUSSIAN,  up,  Sovet  Plot,  29  Aug  1959- 

Several  Legal  Questions  on  Disarmament  Con¬ 
trol,  by  A.  I.  Poltorak,  I.  G.  Usachev,  l6  pp. 
RUSSIAN,  per,  Sovet  Gosudarstvo  1  Pravo,  No  8, 
1959,  PP  91-101. 


—  i. 

AF  125602h 
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USSR 

Political  (Coatd) 


Draft  fondant atal  -  of  USSR  and  Uhlon  Republic 
Labor  Ltgjalatloa,  &  »• 

RUSSIA*,  p mr,  Soeert  Profaoyuay,  *e  19,  Mo*®o», 
Oct  1959,  PP  6-16- 

Ob  toe  Bourgeois  Aefornlat  Mature  of  Rightist 
Socialist  Ideology,  by  T.  D.  Xhruatov,  23  pp. 
ROSS IAN,  per,  Voproey  Plloeofll,  Mo  6,  1959, 
pp  30-45-  "" 

Hie  Derelopnent  of  Rational  Relations  During 
the  Period  of  the  Expanding  Building  of 
CcbMinlsa,  by  Z.  P.  Tsaraeryan,  19  pp. 

RUSSIAN,  per,  Voproey  Filoeofii,  Ho  7, 

Moscow,  1959,  PP  3$-*/. 


JPRS-1056-D 


JPRS  I967-R 


JPaS-1036-D 
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USSR 

Military 

Atomic  Weapons  and  Protection  Against  Atomic 
Attack,  by  A.  P.  Glushko,  L,  K.  Markov,  L.  P. 

Filyuglr,  157  pp. 

RUSSIAN,  bk,  Atomnoye  Oruohlye  1  Protlvoatom- 
naya  Saahchlta,  Moscow,  1958,  206  pp. 

Pyrotechnic  Agents,  by  D.  D.  Voroncrvfikiy, 

(DC-3171). 

RUSSIAN,  bk,  Material 'aaya  Cheat1  Artelleril, 
Boyepripaay  1  Pribory,  Moscow,  195&,  FP  157-166. 

Chemical  and  Chemical  Fragmentation  Shells, 
by  D.  D.  Voronorskiy,  (DC-  _<17l)  • 

RUSSIAN,  bk,  Material 1 naya  Chast1  Artelleril, 
Boy^prlpasy  l~PrIbory,  Moscow,  195&,  PP  lBO-183. 

Color  Identification,  Marking,  Stamping  and 
Packing  of  Artillery,  by  D.  D.  Voronovskly, 

(DC-3171). 

RUSSIAN,  bk,  Material ’ naya  Chast'  Artelleril, 
Boyepripaay  i~Prlbory,  Moscow,  195#,  pp  20b-212. 

Rules  for  Wearing  of  Military  Uniform  Clothing. 
(ID  211747*0. 

RUSSIAN,  pamphlet.  Military  Press  of  the 
Ministry  of  Defense  of  the  USSR,  Moscow,  1959* 
184  pp. 

Man  of  Gcd  or  a  Parasite?,  by  Yuriy  Shvarev, 

3  PP 

RUSSIAN,  up,  Komsomol 1 skaya  Pravdfl,  15  Apr 

1959,  P  2. 

New  Drill  Regulation  of  the  Soviet  Armed 
Forces,  4  pp. 

RUSSIAN,  up,  Krasnaya  Zvezda,  5  Mar  1958, 
p  2- 

Underground  Madmen,  4  pp. 

RUSSIAN,  np,  Krasnaya  Zvezda,  5  Jui  1959, 
p  4. 

Physical  Exercises  for  Servicemen  "Ready 
for  Work,  and  Defense". 

RUSSIAN,  np,  Krasnaya  Zvezda,  10  Jul  1959, 

P  4 . 


ATIC  F-TS-9940/V 
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USSR 

Military  (Contd) 


This  Could  Not  Have  Feen,  If...,  by  N. 

Kirillov,  4  pp. 

HISS  IAN,  mp,  Krasnaya  Zvezda,  18  ,1b  1  1999, 

P  2. 

JPRS  1000- D 

Subscriptions  Are  Being  Accepted  for  the 

Work  "History  of  the  Great  Patriotic  War 
of  the  Soviet  Union, "  3  pp . 

RUSSIAN,  np,  Krasnaya  Zvezda,  31  Jul  1959. 

JPRS  375-d 

New  Outstanding  Achievements  of  Soviet  Pilots. 
RUSSIAN,  np,  Krasnaya  Zvezda.  No  l6i).  2  Auc 

1959,  P  1. 

*ATIC  MC&-37 9/V 

First  In  the  World. 

RUSSIAN,  np,  Krasnaya  Zvezda,  No  183.  6  Aim 

1959,  P  1. 

*ATIC  MCL-44l/lH 

Contests  of  Radar  Podrazdelfnlya,  3  pp. 

RUSSIAN,  np,  Krasnaya  Zvezda,  12  Aug  1959. 

JPRS  975-D 

Air  Reconnaissance,  by  M.  Smirnov,  4  pp. 

RUSSIAN,  np,  Krasnaya  Zvezda,  No  215, 

12  Sep  1959,  p  4.  ■'  — 

AF  1256183 

New  Course  for  Training  of  Parachutists,  3  PP- 
RUSSIAN,  per,  Kryl'ya  Rodiny,  No  2,  1959, 

PP  13,  19- 

AF  1256021 

Bases  for  Aggression  in  the  Arctic,  5  pp 

RUSSIAN,  trp,  Sovet  Aviatslya,  11  Jun  1959, 

P  4. 

AF  1256035 

Important  Tasks  of  Soldiers  in  Air  Force 

Rear  Services  Area,  3  jPP- 

RU5SIAN,  np,  Sovet  Aviatslya,  19  Jun  1959, 

P  1- 

AF  1256005 

Flight  Surgeon  and  Flights,  4  pp. 

RUSSIAN,  np,  Sovet  Aviatslya,  23  Jun  1959, 

P  2. 

AF  1255977 

In  Search  of  a  Defense  Against  Rockets,  by 
B.  Surlkov,  4  pp. 

RUSSIAN,  nj,  Sovet  Avlatslya,  7  Jul  1959, 

P  4 •  JPRS  1COO-D 
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USSR 

Military  (Contd) 

Pilots  Cooperate  With  Ground  Troops,  by  P. 
Plyacheako,  3  pp. 

RUSSIAN,  np,  Sovet  Aviatsiya,  17  Jul  1959- 
Bomber  on  landing  Course,  by  L.  Zholudev, 

6  pp. 

RIBS IAN,  np.  Sovet  Ariatsiya,  24  Jul  1959- 

Electronic  Warfare  at  Sea  (Answers  to  Readers* 
Questions ) . 

RUSSIAN,  np,  Sovet  Plot,  18  Apr  1959,  p  V. 

At  High  Altitudes,  by  A.  Yelkln,  4  pp. 

RUSSIAN,  np,  Sovet  Plot,  18  Jul  1959,  p  2. 

The  Pacts  Speak,  by  B.  Voronov,  4  pp. 

RUSSIAN,  np,  Sovet  Plot,  No  67,  19  Aug  1959- 

White  Alice  (Automatic  Warning  Device),  by 

Ye.  Malyehkin,  3  pp- 

RUSSIAN,  np,  Sovet  Plot,  22  Aug  1959- 

Together  With  Dosaaf,  by  G.  Zapol'akly-  3  pp. 
RUSSIAN,  per,  Sovet  Krasnyy  Krest,  No  2, 

1959,  P  9- 

They  Set  a  Pine  Example,  by  L.  Run  in,  4  pp. 
RUSSIAN,  np,  Sovet  Patriot,  2 6  JU1  1959- 

Training  in  Defense  Against  Mass  Destruction, 
by  N.  Polyakov,  4  pp. 

RUSSIAN,  per,  Vcyennyy  Vest,  No  9,  1959, 
pp  45-47. 

Conduct  of  the  Papulation  In  Quarantine, 

by  M.  Nesterenko,  3  PP- 

RUSSIAN,  per,  Voyennyye  Znsniya,  No  2, 

195 9,  P  29- 


RscoillesB  Weapons,  by  M.  Yemelin,  5  pp  - 
RUSSIAN,  per,  Voyennyye  Znanlya,  No  5, 

1959,  PP  16,  17- 

Czechoslovak  Ocean  Ship  Under  Soviet  Couwand, 
3  PP- 

CZECH,  np,  Ubrana  Lidu,  24  Jul  1959,  P  I- 


JPRS  975-D 

jphs  975-D 

Navy  2337/OWI  572 
JPSS  1000-D 
AK  1256110 

AP  1256141 

JPSS  975-D 
JPRS  975-d 

JPRS  975-D 

JPRS  975-D 

ACSI,  H-4620. 

AF  1256038 
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USSR 

Geographic 


Azerbayiahanakaya  SSSR,  52  pp. 

RUSSIAN,  bk,  Azerbaydzhannlraya  SSR,  1957. 
pp  VT-58,  112-186.  “ 

Rivers  and  Lakes,  by  E.  M.  Murzayev,  12  pp. 
RUSSIAN,  bit,  Severo-Voatocbnyy  Kitay,  Moscow, 
1955,  PP  104-115.  Call  No  GBS16,  M98. 

Geographic  Research  in  the  Soviet  Union,  by 
Dora  Fischer,  (DC-318?) • 

GERMAN,  per,  Osteuropa  Natarwlssenshcaft, 

Vol  III,  No  1,  May  1959,  PP  lii-62. 


Sociological 

Olympic  Games;  A  Manual  for  Participants, 
by  K.  M.  Kolobova,  Ye.  L.  Ozeretskaya, 

48  pp. 

RUSSIAN,  bk,  Ollatpiysklye  Igry;  Posoblye 
dlya  Uchashchikhsya,  1958,  63  pp. 

Excursion  Into  the  Future,  by  Ye.  Mikhaylov. 
RUSSIAN,  np,  Gudok,  No  l6l,  10  Jul  1959,  P  1. 

Pecularities  of  the  Development  of  Literature 
in  Socialist  Countries,  by  M.  Auezov,  M. 
Fetisov,  (BC-3146). 

RUSSIAN,  per,  Kommnlst,  No  12,  Moscow, 

1959,  PP  69-80. 

For  Better  Selection  and  Education  of  the 
Officers  Cadres,  5  pp. 

RUSSIAN,  np,  Krasnaya  Zvezda,  16  May  1959, 

P  3- 

One  Approach  to  Semantics,  by  D.  G.  Lakhuti, 
I.  I.  P.evzin,  V.  K.  Finn,  17  pp. 

RUSSIAN,  per,  Nauch  Dok  Vysshey  Shkoly, 
Filosof  Nauk,  No  1,  1959,  PP  307-219- 

School  Reform  Law  Is  in  Effect,  4  pp. 

RUSSIAN,  np,  Pravda,  30  Aug  1959,  P  2. 
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USSR 

Sociological  (Contd) 

Black  Cossook,  Black  Deed:  ttiat  la  Bidden 
Behind  the  Vails  of  the  Zhirovits  Monastery 
and.  Seminary,  by  V.  Ruahner,  5  pp- 
RUSSIAN,  np,  Sovet  Belorusslya,  l6  Aug  1959, 

P  3  = 

In  Holy  Snares :  Hie  Truth  About  the  Stavropol 
Ecclesiastical  Seainary,  by  A.  Andreyev,  6  pp. 
RUSSIAN,  np,  So vet  Belorusalym,  5  Sep  1959* 

PP  2,  3- 

Some  Characteristic  Features  of  New  laws  in 
the  USSR,  by  F.  I.  Kalinychev,  l6  pp. 

RUSSIAN,  per,  Sovet  Gosudaratvo  i  Pravo,  No  8, 
1959,  PP  3-12. 

Socialist  Legality  Is  the  Guiding  Principle 
in  the  Activities  of  the  Organs  of  State 
Security,  by  V.  S.  Tikunov,  23  pp  ■ 

RUSSIAN,  per,  Sovet  Gosudarstvo  i  Pravo, 

No  8,  1959,  PP  13-26. 

Pressing  Problems  of  Kolkhoz  Property  at  the 
Present  Stage,  by  M.  I.  Kozyr',  19  pp. 

RUSSIAN,  per,  Sovet  Gosudarstvo  i  Pravo, 

No  8,  1959,  pp  61-70. 

Transferable  Red  Banner  for  Leading  Workers, 

3  PP- 

RUSSIAN,  np,  Sovet  Patriot,  5  Jul  1959,  P  1* 

Thousands  of  Drivers  But  Only  a  Few  Sportsmen, 

by  L.  Af  anas' yev,  5  PP- 

RUSSIAN,  np,  Sovet  Patriot,  19  Jul  1959- 

How  to  Determine  the  Results  of  Competitions, 

by  F.  Goncharov,  3  PP- 

RUSSIAN,  rip,  Sovet  Patriot,  1 6  Aug  1959- 

Basic  Problems  in  Applied  Linguistics,  by  N.  D. 
Andreyev,  L.  R.  Zinder,  23  pp. 

RUSSIAN,  per,  Voprosy  Yazykoznanlya,  No  k, 

1959,  PP  3-19- 


JPRS  990-D 


JPRS  990-D 


JPRS  1018-D 


JPRS  1020-D 


JPRS  1019-D 

JPRS  1000-D 


JPRS  975-D 

JPRS  975-D 


JPRS  991-D 
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USSR 

Sociological  (Contd) 

Fir*  Prevention  Methods  in  a  Residence,  by 

IT.  Gerasimov,  5  PP • 

RUSSIAN,  per,  Vcyennyye  Znaniya,  No  12,  19 58> 
PP  84,  25. 

Statistics  of  Illneeses  in  the  USSR,  by 
V.  Dolejsi,  (DC-3184). 

CZECH,  photostat  of  unidentified  periodical, 
Prague,  pp  210-218. 

Statistics  on  the  Network  and  Activity  of 
Health  Installations  in  the  USSR,  by  7. 
Dolejsi,  (DC-3184). 

CZECH,  photostat  of  unidentified  periodical, 
Prague,  pp  269-273* 

First  Great  International  Motorcycle  Race 
in  the  USSR,  by  Gerhard  Klosnpe,  7  pp. 

DUTCH,  per,  Motor,  Vol  XLV,  No  45,  Hie  Hague, 
7  Nov  1958,  pp  1276-1278. 

Adventures  in  the  Soviet  Union,  by  Gerhard 
Klorape,  8  pp. 

DUTCH,  per,  Motor,  Vol  XLV,  No  46,  The  Hague, 
14  Nov  1958,  pp  1299-1301. 


Biographic 

Soviet  Scientific  and  Engineering  Personnel, 
(DC-3131). 

RUSSIAN,  per,  1958-1959- 

Soviet  Scientific  and  Engineering  Personnel, 
(NY-3120). 

RUSSIAN,  UKRAINIAN,  per. 

Data  on  Scientific  Personnel,  60  pp. 

RUSSIAN,  bit,  Bol'shaya  Sovetskaya  Eataiklo- 
peoLlya,  Vol  LI,  1958- 

Vasiliy  Nikolayevich  Ternovskiy  (70th  Birthday), 
3  PP- 

RUSSIAN,  per,  Arkhlv  Ana t cnil  Gistol  1  Etobriol, 
No  6,  1959,  PP  125-127. 
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Famous  Soviet  Inventor,  on  the  75th  Birthday 
of  D.  S.  Treger,  by  K.  S,  Zheleznov,  3  pp. 
RCSSIAK,  per,  Artoaat :  Tel^ekh  1  Svyazl,  Me  9, 
1958,  p  40. 

Candidate  of  Technical  Science,  K.  N.  Kulirade 
on  the  Fiftieth  Anniversary  of  His  Birth  and 
the  Twenty-Fifth  Anniversary  df  11*.  Sfttaattflc, 
Engineering  and  Pedagogical  Activity,  by  H. 
Arkhangel ' akly,  M-  Babayev,  M.  Gladkov,  Z. 
Yel'yaahevieh,  et  al,  3  pp. 

RUSSIAN,  per,  Baerget  Byul,  Mo  5,  1958. 

Professor  L.  K.  Khotayanov,  4  pp. 

RUSSIAN,  per.  Gig  1  San,  No  6,  1959, 
pp  90,  91. 

Ivan  Alekseyevich  Vetyukov,  5  PP • 

RUSSIAN,  per,  Fiz  Zhur  SSSR,  Mo  5,  1959, 

pp  628-630. 

Inventor  and  Scholar  Grigoriy  Iosifovich 
Atabekov  on  His  Fiftieth  Birthday,  by  A.  B. 
Timofeyev,  S.  N.  Ikonnikov,  3  PP* 

RUSSIAN,  per,  Izobratel 1 stvo  1  Rataionallzat- 
slya,  Vol  III,  No  5,  1958,  pp  26,  27- 

Jubilee  Data  on  Prof  Mikhail  Vasil ’yevich 
Serglyevskly  (60th  Birthday),  5  pp- 
RUSSIAN,  per,  .Kazanskiy  Medlt  Zhur,  No  2, 
Mar/Apr  1959,  pp"  92-94. 

Nikolay  Mikhaylovich  Zhavoronkov,  (50th 
Birthday),  by  I.  K.  Zamarayev,  B.  D. 

Mel'nlk,  L.  A-  Kostandov,  3  PP- 

RUSSIAN,  per,  Khlm  Nauk  1  Prom,  No  4,  1958- 

Vladimir  Konstantinovich  Prokofyev  (60th 
Birthday),  3  pp. 

RUSSIAN,  per,  Optlko  Mehanlchesfcaya  Proa, 

No  3,  1958,  pp  1,  2. 

N„  M.  Mlkhel  'son  on  His  70th  Birthday  and 
50th  Anniversary  of  Therapeutic,  Scientific 
and  Pedagogical  Activities,  4  pp. 

RUSSIAN,  per,  Stoaatologlya,  No  4,  Jul/Aug 
1958,  pp  3-5- 
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On  the  Seventy-Fifth  Birthday  of  Academician 
Yulian  Aleksandrovich  Shlaanskiy,  by  0.  9. 
Balayev,  V.  F.  Beirakladov,  Yu.  a.  Derevyanko, 
A.  F.  Ioffe,  et  al,  4  pp. 

RUSSIAN,  per,  Sudestroyenjye,  Bo  I'd,  195®, 
pp  66,  67- 

Jubilee  of  Prof  V.  Ye.  Zctlkov,  3  pp. 

RUSSIAN,  per,  Takstil  Proa,  No  1,  195?, 

p  68. 

D.  0.  Grebenyuk  (A  Biographical  Sketch),  k  pp. 
RUSSIAN,  per,  Trudy  Inst  Kataaat  1  Tehh  Ak 
Nauk  UrSSR,  No  21,  1957,  PP  5,  6- 

Vladimir  Ivanovich  Smirnov,  (On  the  Occasion 
of  His  ?0th  Birthday),  by  P.  S.  Aleksandrov, 

I.  N.  Vekua,  M.  V.  Keldysh,  H.  A.  Lavrent'yev, 
14  pp. 

RUSSIAN,  per,  Uspekh  Matenat  Nauk,  Vol  XII, 

No  6  (78),  Nov/ Dec  1957,  PP  197-205- 

Prof  A.  G.  Likhachev  (60th  Birthday),  5  pp- 
RUSSIAN,  per,  Vest  Oto-Rlno-Larlngologli, 

No  k,  Jul/Aug  1959,  PP  105-107. 

V.  A.  Fanardzhyan  (60th  Birthday),  by  K.  A. 
Kyandaryan,  3  pp. 

RUSSIAN,  per.  Vest  Bentgenologii  1  Radlologii, 
No  6,  1958,  pp  93,  9^ 


80th  Birthday  of  Professor  V.  G.  Dik,  3  pp- 
RUSSIAN,  per,  Voprosy  Kurortologil,  Fialoterapll, 
i  Lechebnoy  Fiz~KuI,  No  4,  1958)  PP  376,  377- 

60th  Birthday  of  Prof  Kh.  M.  Frcydin,  3  PP- 
RUSSIAN,  per,  Voprosy  KurortoloKii,  Fizloterapii, 
i  Lechebnoy  Fiz  KutI,  No  4V  19587  p  377* 

The  70th  Birthday  of  S-  L-  Rubinshteyn,  5  PP- 
RUSSIAN,  per,  Voprosy  Jsikhologll,  No  3,  May/Jun 
1959,  PP  IU3-1E&- 
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Selected  Table*  on  Agriculture  la  Bulgaria 
Prom  the  Book  Labor  Productivity  In  Agri¬ 
culture,  by  Prokopi  Kiranov,  (NY-3233)- 
BULGARIAN.  bk,  Proizvodltelnoat  aa  Truda  v 
Selskoto  Stopanstvo,  Sofia,  1958,  pp  37, 

38,  AO,  W,  W,  47,  55,  59,  60,  62,  ?5, 

157,  1 96,  200,  225,  253,  257-259. 

Installment  Purchasing  and  the  Work  of  the 
Bulgarian  Investment  Bank,  by  Iv.  Katearov, 

8  pp. 

BULGARIAN,  par,  Flnaasi  i  Sredit,  No  1,  Sofia, 
1959,  PP  56-61. 

The  Condition  and  Prospective  Development  of 
the  Bulgarian  Coal  Economy,  by  Dimitur  Ivanov, 
Radi  Radev,  27  pp. 

BULGARIAN,  per,  Dsonamicheska  Miaul,  No  k , 
Sofia,  1959,  PP  14-33* 

Planning  the  Proportional  Development  of 
Transportation  in  Bulgaria,  by  Nako  Doynov, 

17  Pp. 

BULGARIAN,  per,  Ikonomlcheska  Mlsul,  No  4, 
Sofia,  1959,  PP  34-37. 

Ifce  Economic  Evaluation  of  Lead-Zinc  Deposits, 
by  V.  Milev,  Y.  Bogdanov,  A.  Georgyev,  8  pp. 
BULGARIAN,  per,  Elimo  Dele,  Vol  XIV,  No  2, 
Mar/Apr  1959,  PP* iS-43- 

Some  Notes  on  the  Geology  of  the  Nedeline 
Ore  Region,  by  Iv.  Petkov,  7  PP* 

BUHLARIAN,  per,  M.<-no  Delo,  rol  XIV,  No  2, 
Mar/Apr  1959,  '*•  o*:  -85  • 

Problems  of  the  Development  of  Electrifica¬ 
tion,  by  St.  Gekov,  St.  Kyosev,  23  pp. 
BULGARIAN,  per,  Planovo  Stopanstvo,  Vol  XIV, 

No  3,  May/jun  1959,  pp  21-36.  ” 
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Internal  Reserves  for  Reducing  tins  Production 
Coat  of  Coal,  by  B.  Kachkov,  2 L  pp. 

BUIGABIAN,  par,  Planovo  Stopanstvo,  Vol  HT, 
No  3,  mr/Xm  1959,  PP  "37-51. 

Bulgarian  Pood  and  Bare rage  Industry  Problems 
During  the  Ibird  Five-year  Plan  (1958-1962), 
by  E.  Koucrv,  7  pp- 

BULGARIAN,  par,  Prlroda  1  Zaaae,  No  5,  Sofia, 
1959,  pp  1-4. 

Bulgarian  Trade  With  Latin  America,  by  VI. 
Sestriaski,  4  pp. 

BUIGARIAN,  per,  Vunshna  Turgoviya,  No  4, 
Sofia,  1959,  PP  B7T 

Changes  In  the  Volume  and  Transportation  of 
Bulgarian  Foreign  Trade,  by  Gr.  Poplsakov, 

12  pp. 

BULGARIAN,  per,  Vunahna  Turgorlya,  No  4, 
Sofia,  1959,  PP  16-20 . 

Bulgarian  Foreign  Trade  in  1958,  by  Wmitur 
Sugarchev,  7  pp. 

BULGARIAN,  per,  VUnahna  Turgoviya,  No  5, 
Sofia,  1959,  PP  22-24. 

Ports  and  Railroad,  by  Petar  Segvic,  8  pp. 
CROATIAN,  per,  Zeleznice,  No  2,  1956,  pp  2-6. 

Mobile  Electric-Power  Substation,  by  Stevan 
A.  Markcrric,  5  pp. 

CROATIAN,  per,  Zeleznice,  No  3,  1956, 
pp  4-9. 

Railroad  Switch  of  Domestic  Production  and 
the  Normal  Track  Between  Gostivar  and  Kireevs 
Is  Finished- 

CROATIAN,  per,  Zeleznlce,  No  3,  1957* 

From  the  Railroad  Institute:  First.  Test  Run 
of  the  Railroad  Diesel  locomotive. 

CROATIAN,  per,  Zeleznlce,  No  5,  1957, 

PP  23,  24. 
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Our  Locomotives;  Across  the  Transportation 
Front;  Hew  Track  Pros  Titsgred  to  Bar. 

CWATI tst,  per,  Selegaiee,  No  ?,  195?, 

pp  8,  ia,  13,  IT 

Froa  the  Railroad  Institute:  Isototype  of  the 
Reconstruction  of  4-Axle  Road  Wheels  Finished. 
CROATIAN,  per,  Zeleznlce,  No  8,  1957,  P  37 • 

Steady  Growth  of  Yugoslavian  Railroad  Trans¬ 
portation;  Principal  Exploitation  Interest 
for  Locomotives,  19  pp. 

CROATIAN,  per,  Zeleznlce,  No  10,  1957/ 
pp  1-11,  24-27. 

Ctatus,  Exploitation  and  Perspectives  of 
Development  of  the  Basic  Railroad  Capacities; 
From  the  Railroad  Institute;  and  Domestic 
Railrosd  Activity. 

CROATIAN,  per,  Zeleznlce,  No  11.  1957/ 

pp  13-16/  39,  4o,  43/  44. 

Agricultural  Statistical  Methods,  by  Iadlslav 
Stejskal,  (NY-3197). 

CZECH,  bk,  Zcmedelska  Statistika,  Prague, 

1958,  pp  17-21,  25-28,  36' 38,  117-120,  131, 
132- 

Hie  Basic  Fund  of  the  Metallurgical  Industry 
in  Czechoslovakia,  by  Zdenek  KLavacek,  Stefan 
Turns.,  (NY-3189). 

CZECH,  per,  Nova  Mysl,  No  10,  Prague,  1959, 
pp  1088-1099. 

Problems  of  Establishing  and  Assuring  the 
Rates  cf  Growth  of  Labor  Productivity  in 
Long-Range  Plans,  by  Milos  Pick,  30  pp. 

CZECH,  per,  Plano vane  Hospodar stvi ,  No  4, 
Prague,  Mar  1959,  PP  241-259. 

Measuring  labor  Productivity  in  the  New 
Planning  Methodology,  by  Miroslav  Sokol, 

11  PP- 

CZECH,  per,  Planovaae  Hospodarstvi,  No  4, 
Prague,  Mar  1959,  PP  2^0-268 . 
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Metal  Scrap  and  Its  Economic  Importance, 
by  0.  Mesaros,  J.  Novotny,  (NT-3235)* 

CZECH,  per,  flaaotmae  Bospodarstvi,  Vol  ZZZ, 
No  10,  1959,  PP  7*7-755*' 

Review  of  Book  "The  International  Di'  isica 
of  labor, "  by  Ceatmir  nonecny,  15  j 
CZECH,  per,  Politicka  Ekoncmie,  No  6,  P-’^gue, 
1959,  PP  567I57JH 

Characteristics  of  Tesla  Tubes;  Mini tore 
Vibrators,  16  pp. 

CZECH,  per,  Sdelovacl  Technlka,  No  2,  Jan 

1958,  pp  1-6,  61,  62. 

Influence  of  New  State  Purchasing  System  on 
JZD  Economic  Results,  by  J.  Pacha,  (NT-3213). 
CZECH,  per,  Statjsticky  Obzor,  Vol  XXXIX, 

No  9,  1959,  pp  385-391* 

Amendments  to  the  Model  Statutes  of  JZDa, 
(NT-3182). 

CZECH,  up,  Uredal  List,  Vol  XCHI,  No  ?9, 

15  May  1959,  PP  331-388. 

Jurisdiction  for  Planning,  Setting,  and 
Control  of  Prices,  (NY-3218). 

CZECH,  np,  Prednl  List,  No  75,  1  Oct  1959, 

pp  875-881. 

Methodology  of  Price-Setting,  (NT-3218). 
CZECH,  np,  Uredni  List,  No  75,  1  Oct  1959, 

pp  882-901. 

Measures  for  the  Fulfillment  of  Future  Com¬ 
munications  Tasks,  by  Dr  Alois  Neuman, 
(NY-3172). 

CZECH,  per,  Vegtnik  Spo.lu,  No  36,  Prague, 

Sep  1959,  PP  2-8 

Welding  Problems  at  Plenary  Session  of  CPSO 
Central  Committee. 

CZECH,  per,  Zvaranie,  Vol  VIII,  No  8,  1959, 

pp  225,  226. 


♦JPRb 


JPRS  19C4-N 


ACSI,  E-4U6 


♦JPRS 


♦JPRS 


♦JPRS 


♦JPRS 


♦JPRS 


♦ATIC  MCIA50/III 


-  2k  - 


Eastern  Europe 
Economic  (Contd) 


Analysis  of  Eastern  Trade,  June  1959,  15  pp. 
GERMAN,  rpt,  Boetschtungen  zum  Ostverkehr 
laanl  Monat  Jimi  1959-  ~ 

Analysis  of  Eastern  Trade,  July  1959 ,  15  PP- 
GERMAN,  rpt,  Bocbachtungen  2um  Ostverkehr 
imsni  Monat  Juli  1959- 

Important  Transportation  Problems  To  Be 
Solved,  by  Gerhard  Quiet zach,  Orsel  Mehlhahn, 

8  pp. 

GERMAN,  per.  Per  Aussenhandel,  Vol  IE,  No  15, 

11  Aug  1959,  PP  25-27- 

Coastruction  of  the  Main  line  Between  Rostock 
and  Berlin,  by  Leiser  (fnu),  E.  Gebharlt, 

(NY-3163)- 

GERMAN,  per,  Deutsche  Eiseribahntechnik,  Vol 
VII,  No  9,  Berlin,  1959,  PP  467-473- 

Communications  of  the  DVL,  19  pp- 
GERMAN,  per,  Deutsche  Verauchsanstalt  fuer 
Luftfahrt,  No  7,  1958. 

Production  at  "Karl  Liebknecht"  Heavy  Machine- 
Building  Enterprise,  by  Anton  Kirberg,  (NY-3183). 
GERMAN,  per,  Fertigungstechcik  und  Betrleb, 

Vol  IX,  No  10,  BerlinJ  1959,  PP  595-6(A. 

Ten  Years  of  Socialist  Forestry  Management, 
by  H.  Heidrich,  (NY-3207). 

GERMAN,  per,  Forst  und  Jagd,  Vol  IX,  No  10, 
Berlin,  1959,  PE  43^-439- 

New  Construction  in  German  Shipyards. 

GERMAN,  per,  Ransa,  No  38/2°,  8  Jul  1959, 

P  1^79- 

Will  Rostock  Become  a  ''Red  Gate  to  the  World"? 

6  pp. 

GERMAN,  per,  Xleier  Nachrichten,  25,  26  Jul 

1959- 


Kavy/ONI  5077078 

Navy/ONI  5078552 

JPBS  1979-N 

♦JPRS 

AF  1266000 

♦JPRS 

♦Jlhs 

Navy  2352/ONI  615 

Navy/ONI  5077322 


-  25  - 


Eastern  Europe 

Economic  (Contd) 


Ten  Years  of  the  East  German  Iron  Industry, 
toy  Dietrich  ZauiecJt,  (NY-3177). 

GERMAN,  par,  Neue  Baette,  Vol  IV,  80  9, 

Berlin,  1959,  pf  ?l9-525- 

Ourrsut  and  Future  Development  of  the  East 
German  Foundry  Industry,  toy  Fritz  Neumann, 

(NY-3177). 

GERMAN,  per,  Neue  Huette,  Vol  IV,  No  9, 

Berlin,  1959,  ?p  542-549- 

The  Hettstedt  Soiling  Mill,  toy  Franz  Bandel, 
(NY-3177). 

GERMAN,  per.  Ileus  Huette,  Vol  IV,  No  9, 

Berlin,  1959,  PP  5&3 -5&9- 

Tasks  of  East  German  Steel  and  Rolling  Mills 
in  Support  of  the  Chemical  Industry  Program, 
toy  Rolf  Schroeder,  (NY-3222) . 

GERMAN,  per,  Neue  Huette,  Vol  IV,  No  10,  1959, 
PP  578-584. 

Noaferrous  Met sis  in  the  Chemical  Industry 
Program,  toy  Georg  Sille,  (NY- 3 222) . 

GERMAN,  per,  Neue  Huette,  Vol  IV,  No  10, 

1959,  PP  584-592. 

Shipbuilding  and  Shipping  in  Socialist 
Countries,  by  G.  Dame. 

GERMAN,  per,  Soesport,  No  3,  1959,  p  27. 

Long-Range  Plan  for  the  Mechanization  of 
Superstructure  Work  on  East  German  Railroads, 
toy  Erick  Huelzehbecher,  (NY-3223). 

GERMAN,  per,  Signal  und  Schlene,  Vol  III, 

No  9,  1959,  pp  199-20U . 

Die  Current  Major  Tasks  in  the  Field  of 
Standardization,  toy  E.  Bartzseh,  23  pp. 

GERMAN,  per,  Standarisierung,  Vol  V,  No  5, 
1959,  PP  134-191. 

Reviev  of  East  German  Industrial  Exports, 
by  H.  Ran,  (NY-3190). 

GERMAN,  per,  Die  Technlk,  Vol  XIV,  No  10, 
Berlin,  1959,  PP  648-649. 
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Miscellaneous  Nev  East  German  Products, 

(NY-3176). 

GERMAN,  per,  Techni ache  Qaaeiaaahaft, 

Vol  VII,  No  10,  Berlin,  1959,  pp  386-388, 

390,  391- 

Focus  on  Raising  Living  Standards,  'by- 
Gerhard  He3ke,  (NY-3208). 

GERMAN,  per,  Viertelsjshreshefte  zur 
Statlsttk  der  Deutschen  Demokratischen 
Republik,  Vol  III,  No  3A,  Berlin,  1959, 
pp  124-217. 

Socialist  Reconstruction  of  East  German 
Railroad  Improvement  Work  in  the  Seven-Year 
Plan,  by  Franz  Nied,  6  pp. 

GERMAN,  per.  Die  Werkstatt,  Vol  VHI,  No  6, 
1959,  PP  122-125. 

Seventy-Five  Years  of  the  Gyor- Water  and 
Sewage  Works,  by  Buiko J  Lojos,  10  pp* 
HUNGARIAN,  bk,  Hldrologlai  Kozlony,  Vol  XXXIX, 
No  3,  Budapest, T959,  PP  180-189-  Call 
No  GB651j  H63. 

Food  Consumption  Trends  in  Hungary,  45  pp. 
HUNGARIAN,  bk,  Statisztlkai  Idoszakl 
Kozlemenyek:  Az-  Elelntiszerfogyasztas 
Alakulasa  Magyar orszagoa,  No  6,  1957 >  Index, 
pp  1,  2,  11,  23,  31,  32,  57,  71,  footnotes 
for  pp  3-10,  33-36,  38-41,  58-60,  74,  81-84. 

Producer  Price  Regulation  in  Mining,  by 
Marton  Lipcsey,  Erno  Murakozi,  29  pp- 
HUNGARIAN,  per,  Banyaszati  Lapok,  Vcl  XCI, 

No  12,  Budapest,  1958,  pp  795-305- 

Ihe  Polish  Mining  Lav  and  the  Organization 
of  the  Polish  Mining  Administration,  by 
Tadeusz  Plodowski,  (NY-3206). 

HUNGARIAN,  per,  Banyaszati  Lapok,  Vol.  XCH, 

No  9,  Budapest,  1959^” KP~5^5-59^. 
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Investigation  of  +he  Operating  Results  of 
the  Coking  Plant  of  the  TVtmVM  a*n  jron  Work a, 
by  Gyorgy  Fest-i,  (NY- 3209). 

HUNGARIAN,  per,  Kohaazatl  Lapok,  Vol  XCII, 

No  9»  Budapest,  1959,"  PI  Hi 5-4 22. 

Hie  Comparison  of  Production  Costs  in  CEMA 
Countries,  by  Bela  Csikos-Nagy,  (NY-3234). 
HUNGARIAN,  per,  Kozgazdasagl  Szemle,  Vol  VI, 

No  10,  1959,  pp  1070-1002. 

Transportation  of  Czechoslovakia,  by  2olton 
Palotas. 

HUNGARIAN,  per,  Kozlekedestv&omaayl  Szeale, 

Sep  1959,  PP  387-395- 

Housing  Construction  and  Urban  Development 
in  the  Western  Districts  of  Pecs,  by  Odon 
Denes 1,  L&szlo  Szende,  (DC- 31^7) • 

HUNGARIAN,  per,  Magyar  Epltomuveszet,  Vol 
VIII,  No  3/4,  Budapest,  1959,  PP  83-109- 

Development  of  the  Construction  Materials 
Industry  (1949-1958),  by  Arpad  Marfai,  25  pp. 
HUNGARIAN,  per,  Statisztlkai  Szemle,  No  7, 
Budapest,  1959,  pp  663-679. 

Freight  Cars  and  Their  Repairs,  46  pp. 

POLISH,  bk,  Wagony  Towarowo  1  Ich  N&prawa,  1951, 
Chap  I,  pp  H-13,  17,  24,  36,  5b,  Chap  VIII, 

PP  335,  341,  351,  367,  369,  373,  375,  401. 

Polish  Ship  Repair  Yards,  by  Tadeusz  Duscynski, 

12  pp. 

POLISH,  per,  Budownlctwo  Okretove,  Ho  5,  Warsaw. 
1959,  PP  122-125. 

The  Proper  Direction  of  Development  of  Polish 
Ship  Repair  Yards,  by  Jerzy  Doerffer,  9  PP* 
POLISH,  per,  Budownlctwo  Ckretowe,  No  5, 

Warsaw,  1959,  PP  126-126. 
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The  Gdynia  Ship  Repair  Yard,  by  Tadeusz 
Piekarski,  7  PP* 

POLISH,  per,  Budovnictwo  Ckretowe,  Ho  5, 

Warsaw,  1959,  pp  131-134. 

Repair  of  Ships  in  the  Port  of  Szczecin, 
by  Janus z  Lyzvinski,  6  pp. 

POLISH,  per,  Budovnictwo  Cteretowe,  Ho  5, 

Warsaw,  1959,  PP  13V  135*  " 

Marine  Radio  Service,  by  Jan  Krzevtnski,  8  pp. 
POLISH,  per,  Budovnictwo  Ckretgwc,  No  5, 

Warsaw,  1959,  PP  135,  137- 

"Puck"  Engines  for  Pishing  Vessels,  by  Witold 
Barylevski,  5  pp. 

POLISH,  per,  Budownlctwo  Ckretowe,  No  5, 

Warsaw,  1959,  PP  138-lVo . 

Four  Years  of  Activity  of  the  Marine  Designing 
Bureau,  by  Stefan  Schveiger,  8  pp. 

POLISH,  per,  Budovnictwo  Okretowe,  No  5, 

Warsaw,  1959,  pp  14G-142. 

Discussion  of  Investments  in  the  Cement  Industry, 
by  F.  Zabiak,  12  pp. 

POLISH,  per.  Cement,  Wapno,  Gips,  No  4,  Krakow, 
1959,  PP  81-85: 

Possibilities  of  Reducing  Investment  Costs  In 
Construction  of  Cement  Plants,  by  Kbnstanty 
Wiczkowski,  6  pp. 

POLISH,  per.  Cement,  Wapno,  Gips,  Vol  XV/XXTV, 

No  6,  1959,  PP  133-135. 

Economic  and  Extraction  Problems  in  the  Exploi¬ 
tation  of  Raw  Materials  for  the  Polish  Cement 
Industry  (With  Data  on  East  Germany),  by  Adam 
Trembecki,  4l  pp. 

POLISH,  per.  Cement,  Wapno,  Gips,  Vol  XV/XXTV, 

No  7/8,  1959,  PP  166-189. 
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Slag  Cements  and  Blast  Furnace  Slag  1a  the 
Llgit  of  Standard  Specification* ,  by  R. 

Kubieki,  (NY-3211^).  _ 

POLISH,  per,  Cement,  Wapno,  Qlpa,  Vol  XV/zaIV, 
No  9,  1959,  PP  231-239. 

Organization  and  Work  of  the  Hungarian  Highway 
Research  Institute,  by  Franciszek  Koryeynakl, 

7  pp. 

POLISH,  per,  Drogownlctvo,  Yol  HY,  No  5, 
Warsaw,  1959,  pp  IOI-IO3. 

The  Character  of  the  Turnover  Tax,  by 
Tadeusz  Kierczynski,  (NY-3169)* 

POLISH,  per,  Flnanae,  No  6,  1959,  PP  30-^. 

Real  Income  of  the  Rural  Population  Derived 
Prom  Agricultural  Production  for  the  Years 
1956-1958,  Ik  pp. 

POLISH,  per,  Glowny  Urzad  Statyatycziy,  Supple 
to  Blulltyn  Statyatycsay,  Yol  III,  No  2,  1959, 

pp  1-t. 

Improvement  In  Quality  of  Production  —  An 
Important  Economic  Problem,  by  Jerzy  Koplnskl, 
18  pp. 

POLISH,  per,  Gospodarka  Planova,  Warsaw,  Tun 
1959,  PP  3-9. 

Capital  Consumption  and  Economic  Development 
In  Poland  and  the  USSR,  by  Artur  Markoweki, 
Mleczyslav  Rakov ski,  19  pp. 

POLISH,  per,  Q  :•  -podarka  Planova,  Warsaw,  Jun 
1959,  PP  10-15. 

Investments  and  Bnployment  In  Construction, 
by  Leszek  Kalkowski,  lh  pjp. 

POLISH,  per,  GoBpodarka  Planova,  Warsaw, 

Jun  1959,  PP  22-27. 

Economic  Development  of  Western  Territories 
1959-1965,  by  Franciszek  Kobyleckl,  16  pp. 
POLISH,  per,  Gospodarka  Planova,  Warsaw, 

Jun  1959,  PP  27-32. 
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Trends  in  Housing  Construction  in  15)58, 

(*¥-3185). 

POtJ3B'*  P«r,  XnvestycJeiBudownictwo. 

Vol  IX,  »o  7/8,  1959,pp  17-27- 

Resolutions  Adopted  by  the  Agricultural 
Circles  Congress,  (*¥-3176). 

POLISH,  per,  Hove  Rolalctwo,  Vol  VIII,  Ho  l8, 
Warsaw,  1959,^  680-686.  ' 

Comparison  of  Costs  of  Transporting  C spent 
by  Rail  and  Truck,  by  Czeslaw  itlehalaki, 

15  pp. 

POLISH,  per,  Przeglad  Kole.lowy,  Vol  XI,  Ho  4, 
Warsaw,  1959,  Tp  131-136. 


Individual  and  Central  Shipping  of  Lesa-lhaa- 
Carload  Lots,  by  Czeslaw  Michalski,  (NY-3215) 
POLISH,  per,  Przeglad  Kole.lowy.  Vol  XI,  No  8. 
Warsaw,  1959,  pp  297-303. 

Data  on  the  Road  Service  of  the  Polish  State 
Railroads,  (NY- 3216) . 

POLISH,  per, 

Vol  XI,  No  9, 


Przeglad  Hole  joy, 
1959,  pp  l62-ie 


Railroad  Passenger  Timetable  I959-1960  (and 

Passenger  by  Jan  Bac,  Ik  pp 

POLISH,  per,  Przeglad  Kolejowy  -  Przevozowv. 
Vol  XI,  No  4,19597  PP  85-86 - 


Organization  and  Work  of  Railroad  Transport 
in  Ports,  by  Stanislav  Majevski,  (NY- ^2171 
POLISH,  per,  Przeglad  Kolejowy  -  Przewozow. 
Vol  xi.  No  8/97  1959,  pf  216-^5. — - ^ 


Land  Reclamation  in  the  Years  1959-1965  bv 
Ryszard  Pakula,  10  pp.  '  y 

POLISH,  per,  Wiadamosci  Melioracvlne  i 
Lakarskle,  Vol  I,  No  1,  1959,  pp  2-4."‘ 


Some  Economic  Aspects  of  Planning  and  Imple¬ 
mentation  of  Agricultural  land  Reclamation, 
by  Wl.  Zawadzki,  12  pp. 

POLISH,  per,  Wiadomosci  Melioracvlne  i 
ie,  VoFl,  No  1,  1959,  Bp  11.8 
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Water  Management  and  Land  Regulation  Tanka, 
by  Kaaiaierz  Majevskl,  15  pp. 

WOT,  per,  Wtadaaoeei  Malioracyjaa  i 
Lakarskie,  Vol  I,  No  1,  1959,  pp  B-43. 

Decree  No  371  —  Statute  on  Organisation 
and  Functions  of  the  Savings  Bank  of  Rumania, 

11  pp. 

RUMANIAN,  per,  Coleetle  de  Legl,  Decrete, 
Hotarirl  si  Dlsporltlt ,  So  Bucharest. 

Aug  1959,  PP&9-79. 

Total  Utilization  of  Water  Power  Resources 
in  the  daeanian  People's  Republic,  by  Dorin 
Pavel,  9  pp. 

RCMANIAN,  per,  Energetlca,  No  6,  1957, 
pp  286- 29k.  Call  No  TK4,  B59- 

Reduction  of  Investment  Costs  in  the  Electric 
Power  Sector,  by  P.  Vicol,  9  pp. 

ROMANIAN,  per.  Energetics,  Vol  VII,  No  C, 

1959,  PP  236-239. 

Polish  Steam  Power  Stations,  by  Henryk  Stepien, 
17  pp. 

ROMANIAN,  per,  Baergetica,  Vol  VII,  No  6, 

1959,  pp  2bc-2k7. 

Electrification  of  Rumania  in  the  Last 
Fifteen  Tears,  by  Nicolae  Gheorghlu, 

(NY-3236). 

ROMANIAN,  per,  Energetlca,  Vol  VII,  No  8, 

1959,  PP  326-331- 

Contributions  of  Power  Study  by  Planning 
Institute  to  Rumanian  Electrification,  by 
N.  Armencoiu,  (NY-3236). 

RUMANIAN,  per,  Energetlca,  Vol  VH,  No  8, 

1959,  PP  333-3^5  • 

Contributions  of  Power  Construction  and  Assembly 
Sector  to  Electrification  of  Rumania,  by 
Alexandru  Vlad,  V.  Alexandrescu,  (NT-3236). 
ROMANIAN,  per,  Energetlca,  Vol  VII,  No  8, 

1959,  FP  3^6-35?H 
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"Steaua  Rosie"  Thermal  Power  Station.,  by 
Ion  ttmteamt,  { NY- 3236). 

ROMANIAN,  per,  Baergetica,  Vol  VII,  No  8, 

1959,  PP  356-3^0: 

Selections  Fran  ”011  Industry  of  Rumania 
and  Economic  Problems  of  Its  Development 
Under  tbs  Conditions  of  the  People's 
Democratic  System,"  by  I.  D.  Karyagln, 

201  pp. 

RUSSIAN,  bk,  Heftyaoaya  Promyahlennost ' 

Rumynll  1  Btoncmlchesklye  Probleay  yeye 
Razvltiye  v  Usloviyakh  Narodno-Demokratl- 
cheskogo  Stroya,  Moscow,  1958,  PP  121-139, 
lfl-180,  188-217,  220-230,  243-277,  281-2S5, 
313-340. 

Operation  of  a  Beneficiation  Plant  in  Czecho¬ 
slovakia  Using  Magnetic  Roasting,  by  S.  K. 
Grebnev,  6  pp. 

RUSSIAN,  per,  Gornyy  Zhur,  No  9,  1959, 

pp  66-69. 

Planning  Maritime  Transportation  in  the 
Polish  People's  Republic,  by  V.  Nemchikov. 
RUSSIAN,  per,  Morskoy  Flot,  Feb  1959,  P  41. 

Production  and  Marketing  of  Some  of  the  Princi¬ 
pal  Textile  Products  During  the  Past  Year,  by 
Vladimir  Katie,  10  pp. 

SERBIAN,  per,  Tekstllna  Induatrlja,  No  39, 

Mar  195%  End  1  to  Agr  No  10,  Belgrade,  20  Aug 

1959- 

Yugoslav  Textile  Industry  In  1958,  by  AndreJ 
Koman,  6  pp. 

SERBIAN,  per,  Tekstllna  Indus  tri.la,  No  40, 

Apr  1959,  Enel  2  to  Air  No  10,  Belgrade, 

28  Aug  1959. 

Factors  Determining  the  Price  of  Wood 
Materials,  by  Jozef  Falovic,  (NY- 3173). 

SLOVAK,  per,  Drevo,  No  8,  Prague,  1959, 

pp  228-232. 
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She  System  and  Type*  of  Crimes  Involving 
Documents  Under  tie  Criminal  Coda  of  tie 
People’s  Republic  of  Bulgaria,  by  Yeasts! 
Busov,  18  pp . 

BUIGARIAN,  per,  Pravna  Miaul,  Ho  3,  Sofia, 
May/ Jon  1959,  pp~50-63. 

Organization  of  CasKunlst  Espionage  System 
la  Sorlet  Zone  of  Bast  Germany  (First  Two 
Installments  of  Article  "Spies  Among  Os'1), 
by  Erich  Kern,  9  pp. 

GERMAN,  per.  Deutsche  Sol  da  ten  Ziitung, 

9,  U  AH  1959. 

The  Yugoslav  Revisionist  Conception  of  the 
Socialist  Transformation  of  Agriculture,  by 
Brno  C&lzmadla,  15  pp* 

HUNGARIAN,  per,  Tarsadalnri.  Szsmle,  No  6, 
Budapest,  1959>  PP  35-^9 • 


Military 

Eow  to  Win  Over  the  Invisible  Enemy,  by 
Von  Helmut  Mischler,  3  pp. 

GERMAN,  per,  Sol  Oat  und  Techaik,  No  3,  1959, 
pp  132-13^. 

The  Development  of  Warfare  Problems,  by  J. 
Drzevlecki,  T.  Pioro,  10  pp. 

POLISH,  bk,  Problemy  Rozwo,1u  Sztuki  Wo.-lenneJ , 
Warsav,  1956 • 

About  Combat  Capability  of  Parachute  Troops, 

**•  PP- 

POLISH,  per,  Wojskovy  Przeglad  Lotnlczy, 

No  5,  PP  8-17,  No  6,  pp  3-9,  1959- 
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Geographic 

Storage  and  Control  of  Maps  in  Poland,  (Parte  I 
and  U),  by  Julian  Dabrovafci,  (PE-SlSt) , 

POLISH,  per,  Praeglad  Gc<WUty]fayV  ToX  tP  (tXXf) , 
No  5,  6,  Warsaw,  1959,  PP  222-229. 

Primary  Tasks  of  the  Main  Office  of  Geodesy 
and  Cartography,  by  Borya  Ssadelew,  (WY-3184). 
POLISH,  per,  Przeglad  GeodesyJay.  Vol  ECU, 

Ho  7,  Warsaw,  1959,  PP  250-256. 


Sociological 

Academic  Program  for  Bulgarian  Prinery  and 
Secondary  Schools  (1959-1960),  7  pp* 

BULGARIAN,  np,  Uchitelsko  Delo,  No  65,  Sofia, 
1959,  P  2. 

The  Tasks  of  Social  Policy  and  the  Place  and 
Role  of  Social  Services  in  Yugoslavia,  18  pp. 
CROATIAN,  per,  Socijalna  Polltlka,  Vol  EC, 

No  3,  Belgrade,  1959,  pp  3-I9. 

Macedonian  Orthodox  Church  Constitution. 
MACEDONIAN,  rpt,  Enel  to  Desp  No  180,  AmEmbaesy, 
Belgrade,  12  Oct  1959- 

New  Aspects  on  the  Problem  of  the  Employment 
of  Women,  by  Vaclav  Prone zak,  (DC- 3152). 

POLISH,  per,  GoBpodarka  Planowa,  No  8, 

Warsaw,  1959,  pp  U-l6. 

Evaluation  of  Rumanian  Dally  Press  and 
Specialized  Periodicals,  10  pp. 

RUMANIAN,  REE  Item  No  4210/59,  14  Oct  1959, 

pp  2-6. 

Evaluation  of  Rumanian  Dally  Press  and 
Specialized  Periodicals,  10  pp. 

RUMANIAN,  REE  Item  No  4220/59,  13  Oct 
1959,  pp  2-5. 
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The  IrrecottetlaM-e  Opposition  fiaLaUMi Jb&Mc* 
and  Bellgltatt»  'by  c  •  Dieitrin,  C,  '«i*aee, 

jraWIAH,  per,  Cercetari  Fllotoflce,  *°  3, 
Bucharest,  1959/  PP  Hi-12®' 

Constitution  of  the  Koslea  Religious  ComunUy 
in  the  Federal  People’s  Republic  of  Yugoslavia, 

16  pp  .  1  .  v. 

SEHSUH,  per,  Glasnih  Yrhovnog  jgl*gS£2& 

IwM-towi,  *=  i/9.  ±Wk 

F  'l  to  Oesp  Ko  26,  AaConsul,  aarajevo, 

2  3ep  1959- 
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Agreement  on  of  Goods  Between  the 

Republic  cf  Finland  and  the  Union  of  Soviet 
Socialist:'  3  Republics  for  the  Period  1961- 
1965,  4  P  • 

RUSSIAN,  IKNISH,  rpt,  Enel  1  to  Deep  No  298, 
AmEmbass’  Helsinki,  30  Oct  1 959 • 

Survey  :  the  Text  of  the  Trade  Agreement 
Betweei  Finland  and  the  Soviet  Union,  Con¬ 
cerning  the  Exchange  of  Goods  In  1961-1965* 

8  pp. 

RUSSIAN,  FINNISH,  rpt,  Enel  2  to  Desp  No  298, 
AmEmbassy,  Helsinki,  30  Oct  1959 » 

Sweden  and  Oil. 

SWEDISH,  per,  Var  Marin,  1959,  P  39- 


Military 

Commentary  on  a  New  Silhouette. 

SWEDISH,  up,  Mgrin-Nytt,  No  4,  1958,  p  13. 

Hospital  Care  in  the  Navy. 

SWEDISH,  np,  Marln-Hytt,  No  4,  1958,  p  23. 

Investigation  of  the  Uniform  of  the  Army,  by 
Urethaznmar,  6  pp. 

SWEDISH,  per,  Svensk  Intendentur  Tidskrift, 

No  1,  1959- 

The  Non-land  Coast  Artillery  Defense,  by  Major 
Erik  Jaraeterg,  6  pp. 

SWEDISH,  per,  Tidskrift  for  Kustartilleriet, 

No  2,  1959- 

The  Navy  Today  and  in  the  Future,  by  Vadm  Stig 
H.  Ericson. 

SWEDISH,  per,  Var  Marin,  1959,  PP  3-7 • 
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Characteristics  of  Coast  Artilleries  Largest 
Landing  Craft  Pluto. 

SSEB3SH,  per,  Yar  Marie,  1959,  V  5*. 

future  Plans  for  the  Aray  (Sweden),  5  pp. 
SWEDISH,  p*»r,  Yart  forever,  Ho  2,  1959' 


Sociological 

Proposal  for  a  Law  Governing  the  Rights  to 
Photos,  12  pp. 

FIHHI6H,  per,  KusdteanBietinto ,  Ho  13,  Hel¬ 
sinki,  1954,  pp  3-19.  Caul  Ho  TR  195 >*5  F55* 

Sahlgrens  Hospital  in  Gotenburg  -  Sweden's 
Largest  Hospital. 

SWEDISH,  ipt,  Aaerican-Svedish  Hews  Exchange , 

Inc,  Ho  39,  22  Sep  1959,  P  1. 
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Changes  in  the  1959  Fiscal  Year  Budget  (Iraq), 

11  PP* 

ARABIC,  rpt,  2nd  to  Beep  No  275,  AmBnbaesy,  " 
Baghdad,  3  Oct  1959* 

Recent  Development  Projects  in  Jordan-Held 
Jerusalem  (Election  Campaign  Pamphlet),  6  pp. 
ARAEIC,  pamphlet,  Enel  to  Desp  No  Uo,  AmCongen, 
Palestine,  9  Sep  1959* 

Statutes  of  the  (Iraqi)  Federation  of  Peasants 
Associations  in  the  Provinces,  (DC-3801/5). 
ARABIC,  np,  Ittihad  ash-Sha'b,  1  Oct  1959, 

PP  3,  8* 

Statutes  of  the  (Iraqi)  General  Federation  of 
Peasants  Associations,  (DC-380l/5)* 

ARABIC,  np,  Ittihad  ash-Sha’h,  2  Oct  1959> 

PP  j,  6* 

The  Greek  Merchant  Marine. 

FRENCH,  per,  Journal  de  la  Marine  Marchande , 

23  Jul  1959*  *r* 

Generation  and  Distribution  of  Electricity 
in  the  United  Arabic  Republic-Egyptian  Area, 
by  t.  Schelter,  12  pp. 

GERMAN,  per,  Energietechxi.ik,  Vol  IX,  No  5, 
Berlin,  1959,  pp  204-215*  Call  No  TK3,  E56. 

Report  on  Willys  Vehicles  of  "Kaiser- Frazer  of 
Israel"  Submitted  by  the  Professional  Committee 
to  the  Irter-Ministerial  Committee  for  the  Auto¬ 
motive  Industry,  8  pp. 

HEBREW,  rpt,  Enel  to  Desp  No  111,  AmEmbassy,  Tel 
Aviv,  20  Aug  1959* 

Annual  Report  No  9  of  the  State  Comptroller  for 
the  Fiscal  Year  1957-1958  (Israel). 

HEBREW,  rpt,  Enel  to  Desp  No  119,  AmEmbassy,  Tel 
Aviv,  20  Aug  1959* 
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Business  Restrictions  Uv,  1959  (Israel), 

11  pp. 

HEBREW,  rpt,  End  to  Desp  B b  186,  AoUbassy, 
Tel  Aviv,  17  Sep  1959. 

Jerusalem  Reactions  to  the  Tourism  Plan  for 
Jordan,  17  pp. 

HEBREW,  np,  Al- Jihad,  27-30  Sep-1,  4,  7  Oct 
1959>  End  to  Deep  Ho  65,  AnCongen,  Palestine, 
15  Oct  1959. 


Sept  of  State 
4246600 


Dept  of  State 

4400051 


Political 

This  Is  Communism  in  the  Arab  Homeland  — 

Chaos,  Hilillsm,  Atheism,  Terror. 

ARABIC,  bk,  Enel  to  Deep  No  98,  AmBnbassy, 
Amman,  9  Sep  1959* 

Law  No  131  Dated  11  May  1959  Concerning  the 
Establishment,  Organization,  and  Prerogatives 
of  Chambers  of  Conmerce  in  the  Syrian  Region 
of  the  United  Arab  Republic,  14  pp. 

ARABIC,  rpt.  End  to  Desp  Ho  92,  AmConsul, 
Damascus,  17  Sep  1959* 

Inaugural  Speech  on  African  Independence  Move¬ 
ments  and  Pan-Africanism  at  the  Second  Pan- 
African  Student  Conference,  1  August  1959 >  hy 
President  Habib  Bourgaiba,  9  PP* 

ARABIC,  rpt,  Enel  to  Desp  Ho  129,  AmEiabassy, 
Tunis,  26  Aug  195 9* 

United  Arab  Republic  Law  No  120  of  11  May  1959; 
Reorganizing  the  Ministry  of  Planning  in  the 
Syrian  Region,  8  pp. 

ARABIC,  rpt.  End  to  Desp  Ho  153;  AmConsul, 
Damascus,  13  Oct  1959* 

Statement  of  the  Iraqi  Peace  Partisans  Per¬ 
manent  Bureau,  (DC-38ol/5)* 

ARABIC,  np,  Ittihad  ash-Sha’b,  18  Oct  1959; 

pp  1,  8. 
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Political  (Contd) 

Legislative  Decree  No  3843.  Taxation  of 
Income  Earned,  by  Legal  Entities,,^  -  , 

(SOSES.,  rpt,  Baal- to  Deep  So  — : — 

Athens,  23  Sep  1959- 

Return  to  the  Fatherland,  by  El.  Apostolou, 
(DC-3181), 

GREEK,  pamphlet,  Athens,  1959,  47  pp. 

The  Program  of  the  Communist  Party  of  Cyprus 
(The  Program  of  AKEL  —  Restorative  Party  of 
the  Working  People),  (DC-380l/5). 

GREEK,  np,  Kharavgl ,  Nicosia,  18,  20,  21  Oct 

1959-  -  : 

Political  Thesis,  All  India  Peasants  and  Workers 
Party  Placed  Before  6th  Conference  Held  at  Nasik 
Road,  Bombay,  on  24-26  January  1959,  24  pp. 
MARATHI,  rpt,  Enel  to  Desp  No  212,  Am Consul, 
Bombay,  28  Sep  1959* 


Geographic 

Ethiopia,  the  Somalilands,  by  P.  Furon. 

FRENCH,  per,  Geoloc le  de  l'Afrique,  Paris, 
Payot,  1950,  pp  288-300. 

City  Planning  in  the  Former  International  Zone 
of  Tangier,  by  Vicente  Mortorell. 

SPANISH,  pamphlet,  Africa,  No  207,  Madrid,  Mar 
1959.  Call  No  DTI.  12^1 
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Sev  Plans ,  by  Bahiyyah  Karan, 
t&tSCBi,  per,  al-Mar'ater  fi 
Aaalyya,  Vol  I,  Bo  1,  Cairo 


(BC-31^). 
Afridw* 

,  19597 


PP  17-19. 


Opinion  of  Lebanese  Moslem  Sheikha  on  the 
Unification  of  Bonn!  and  Shi'ite  Rites ,  3  PP* 
FRENCH,  per.  La  Revue  ftu  Liban,  1  Aug  1959 » 
Bad  to  Deep  Bo  96,  AafiabassyT  Beirut,  14  Aug 
1959. 


Life  Zb  Be  bom  in  Fezzaa,  by  Ludvig  0.  A. 
Zohrer,  18  pp. 

EEALIAH,  per.  Vie  dal  Hondo,  Vol  XYH,  No  4, 
1955,  pp  353- 37b”  SEE3TS5- si,  T72. 


«jfbb 


Dept  of  State 
4241545 


Ate 


Biographic 

Ivory  Coast  Officials  -  Biographic  Information, 

(DC-3186). 

FRENCH,  doc.  La  Documentation  Afrlcalne,  Paris, 

15  May-14  Sep  19t>9,  4i  pp.  *JPRS 
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FAR  EAST 


Economic 

Eaperiencee  Vita  Comprehensive  Industrial, 
fla&t  fHinifiaM  for  Industrial  Hut  BvtllAU 
ings,  (KY-3227). 

CHUtBSE,  per,  Chlen-chu,  Ho  18,  28  Sep  1959 » 
PP  39-43* 

Sussnary  of  Speech  by  Vice  Minister  Ch'en 
Yun-t'ao  at  the  Glass  Fiber  and  Steel  Vooi 
Technical  Conference,  8  pp. 

CHINESE,  per,  Chlen-chu  Ts  'al-llao  Bang-yeh, 
No  21,  22  Dec  1958,  pp  6-9. 

Speed  Up  idle  Development  of  the  Cons  traction 
Materials  Industry,  by  Ting  Bong,  6  pp. 
CHINESE,  per,  Chien-chu  Ts'ai-liao  Khng-yeh, 
No  21,  22  Dec  1958,  PP  10-T2. 

Devise  Plans  to  Greatly  Increase  the  Output 
of  Bricks  and  Tiles,  by  She  P'ing,  4  pp. 
CHINESE,  per,  Chlen-chu  Ts'ai-liao  Kuag-yeh, 
No  1,  7  Jan  1959,  PP  9,  10. 

Strengthen  Quality  Control  to  Guarantee  Great 
Leap  Forward  in  Production,  by  Liu  Jen-yu, 

**  PP* 

CETNBSE,  per,  Chien-chn  Ts 'al-llao  Kong-yeh, 
Ho  3,  7  Jan  1959,  PP  7-9* 

Strengthen  the  Production,  Transport  and 
Marketing  Balancing  Work  and  Plan  for  Cement, 
by  Chang  Fang  Ch'eng-tu,  5  PP* 

CHINESE,  per,  Chlen-chu  Ts'ai-liao  Khng-yeh, 
No  3,  7  Feb  1959,  PP  12,  13* 

Substituting  Low-Grade  Coal  for  High-Grade 
Coal,  by  Wang  Yu-chih,  3  pp. 

CHINESE,  per,  Chien-chu  Ts'ai-liao  Kuna-yeh, 
No  7,  7  Feb  1959,  PP  13,  1^. 


«JFBS 


JIBS  981-D 
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Far  But 
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1959  Preliminary  Work  Plan  of  Heilungkiang 
Construction  Materials  Industry.  3  P$>* 

CSQBHi,  per,  CMec-ctei  Ts'al-llao  fimg-yeh. 

So  4,  22  Feb  1959,  p  9. 

Absorb  1958  Experiences  and  Struggle  for 
Greater  Leap  Forward  in  1959  by  the  Cement 
Industry,  by  Su  Chl-kuang,  4  pp. 

CHEESE,  per,  Chien-chu  Ta 'al-liao  Ktang-yeb, 

No  6,  22  Mar  19^9,  PP  "6-5". 

Plan  and  Task  of  Glass  Industry  for  1959,  5  PP* 
CHINESE,  per,  Chien-chu  Ts ’ai-llao  Kbng-yeh, 

Ho  6,  22  Mar  1959,  pp  12-14. 

Opinions  on  Developing  the  Output  of  Hon- 
Metallic  Ores,  by  Yang  Ti-sheng,  4  pp. 

CHINESE,  per,  Chlen-cbu  Ts'al-llac  KUng-yeb, 

No  6,  22  Mar  1959,  PP  15-lS* 

Problems  01  Janan  in  the  Production  of  Native 
Cement  and  local  Construction  Materials,  by 
Ch'en  Kuei-Iv,  3  PP* 

CHINESE,  per,  Chien-chu  Ts 'al-liao  Kung-yeh, 

No  7,  7  Apr  1959,  PP  12,  13* 

Opinions  on  Carrying  Out  Sound  Preparatory 
Work  for  Hevly  Constructed  Enterprises,  4  pp. 
CHINESE,  per,  Chien-chu  Tb 'ai-llao  Kung-yeh, 

No  7,  7  Apr  1959,  PP  16,  if* 

Design  Specifications  for  a  Snail-Scale  Paper 
Mill  With  a  Daily  Capacity  of  One  Metric  Ton, 
(NY- 3164), 

CHINESE,  per,  Chung-Kuo  Ch'ing  Kung-yeh,  No  17, 
Peiping,  13  Sep  1958,  PP  9-73*  " 

Light  Industry  Hist  Achieve  Greater  Leap  Forward 
in  1959,  14  pp. 

CHINESE,  per,  Cfrung-kuo  Ch'ing  Kung-yeh,. Ho  5, 

13  Mar  1959,  PP  3-0. 
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JPRS  9«1-D 

JPBS  981-D 

JPRS  981-D 

JPRS  981-D 

JPRS  981-D 

•JPRS 

JPBS  981-D 


-  44  - 


Far  East 

Economic  ( Contd ) 


Devising  Means  to  „  jrcome  the  Raw  Mp.t4r.ial 
Shortage,  by  Tang  Ehan-nung,  3  BP* 

CHLMBSK,  per,  Choag-kuo  gi  *!»«  -  HO  6, 

28  Mar  1959 ,  P*  i*7"  * 

Shanghai  Light  Industry  Devisee  Means  to  Over¬ 
come  Rav  Material  Shortage,  by  Bua  Te-yen,  3  pp. 
CHINESE,  per,  Chung-kno  Ch'iug  Kuag-y eh,  Ho  3, 
28  Apr  1959,  V“f?r - 

Bov  to  Raise  the  Quality  of  Product  Designs, 
by  Meng  T'ung,  (NY-3165)* 

CHINESE,  per,  Chung-kuo  Tsao-ch'uaa,  Ho  3, 
Shanghai,  15  Aug  1959,  pp- 1-9* 

Summary  of  the  All-China  Work  Conference  of 
the  China  Textile  Engineers'  Association,  by 
Ch'en  Wei-chi,  8  pp. 

CHINESE,  per,  Fang-chih  T'ung-pao,  No  5, 

15  May  1959,  Ppl-3^ 

The  1959  Work  Plan  of  the  China  Textile  Engi¬ 
neers'  Association,  5  pp. 

CHINESE,  per,  Fang-chih  T'ung-pao,  No  5, 

15  May  1959,  PP  3,  4. 

Tientsin's  Rapid  Economic  Progress,  7  pp. 
CHINESE,  np,  Hopeh  Jih-pao,  Tientsin,  17  Feb 
1958,  P  3* 

Summary  of  a  Group  of  Articles  Concerning  the 
Ta-lien  (STC  1129/6647)  Chemical  Plant,  3  pp. 
CHINESE,  per,  Hua-hsueh  Kung-yeh,  Vol  X,  21 
May  1959,  ^9  pp. 

Try  to  Exceed  the  Electric  Motor  Manufacturing 
Responsibilities  Through  Bitter,  Realistic, 
and  Skillful  Work,  (NY- 318?). 

CHINESE,  per,  Hua-hsueh  Kung-yeh,  Ho  18, 

21  Sep  1959.  “ 


JFRS  981-D 
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Erilliaot  Achievements  In  Science  and 

technology  toy  the  industry  in  Ita 

Soaring  Advance,  toy  Row  Te-peng,  (WY-3187). 
CHINESE,  per,  Bua-hgueh  Ktang-yeh,  Ho  18, 

21  Sep  1959,  pp  1-9- 

Strengthen  the  Aid  Given  toy  Industry  to 
Agriculture,  by  Vang  Kuang-vei,  16  pp. 

CHUfESE,  per.  Hung- chi.  Ho  16,  1959,  PP  4-12. 

Regarding  Investigations  on  the  Economic 
Results  of  Deep  Flowing,  Thick  Planting, 
Fertiliser  Application,  and  Replanting  for 
Wheat,  lei  pp. 

CHINESE,  per.  Hung- chi.  No  16,  1959,  PP  31-37* 

The  Problem  of  Commodity  Production  and  the 
Lav  of  Value  in  an  Economy  of  Ownership  by 
All  the  People,  by  Su  Using,  20  pp. 

CHINESE,  per,  Hung- chi.  Ho  16,  1959,  PP  38-49. 

Outlook  of  Our  Plastics  Industry,  by  Li 
Shih-oh’in,  6  pp. 

CHINESE,  per,  K'o-hsueh  Hua-pao,  Ho  3,  1958, 
pp  81-83. 

Mine  Timber  Consumption  Declines  at  the  Chlng- 
hsi  Mining  Bureau  Ch'eng-tzu  Mine,  5  pp. 
CHINESE,  per,  Mei-kuang  Chi-shu,  No  10,  1959, 
PP  4-7. 

Ten  Years  of  Glorious  Accomplishments  in  Coal 
Mining  Techniques  In  Connunist  China,  by  Ma 
Shu-liaag,  (DC- 3175). 

CHINESE,  per,  Mei-kuang  Chi-shu,  No  19/20, 
1959,  PP  10-18. 

The  Rapid  Expansion  of  Hydraulic  Mining  in 
Communist  China,  by  Ch'en  Ping-ch'iang, 

(DC-3175). 

CHINESE,  per,  Mei-knang  Chi-shu,  No  19/20, ' 
1959,  PP  27-33. 
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Chlng-hsl  Mines  Leap  Forward  in  Cutting  Costs, 

8  pp. 

CfftHESE,  per,  Mel-tfan  Rung -yen,  no  10,  1959, 

pp  10-12.  ’ 

Huainan  Coal  Mines  Increase  Production  With 
Reduced  Manpower,  by  Huang  Teh-ho,  3  PP* 
CHUtKSE,  per,  Mei-t'an  Kung-yeh,  So  10,  1959. 
p  2k.  - 

Kantzu  Farm,  by  YU  Chih,  4  pp. 

CHINESE,  per,  Min-tgu  T'uan-chieh,  So  7,  1959, 

pp  10,  11. 

The  Ching  Tribe  Fishing  Production,  7  pp. 
CHINESE,  per,  M^n-tzu  Yen-ehiu,  No  7,  1959, 

pp  23-28.  ~  ““ 

Basic  Experiences  in  High  Production  of  K3ao- 
Liang  in  1958,  9  pp. 

CHINESE,  per,  Nung-yeh  K'o-hgueh  T'ung-pao, 

Kc  6,  1959,  PP  197-1 99. 

Let  Us  Compare  and  See  Whose  Economic  Index 
Is  Leading,  19  pp. 

CHINESE,  per,  Shul-li  Yu  Tlen-11,  Vol  VIII, 

195 9,  ^7  pp. 

Economic  Scheme  and  Technical  Economic  Quota 
of  the  People's  Commune,  by  Hu  Cheo-liang, 

68  pp, 

CHINESE,  per,  Ti-li  Chih-shih,  Vo.«.  X.  No  5, 
1959,  k8  pp. 

Financial  Statistics  on  China's  Coal  Mining 
Industry,  by  Chao  Tzu-shang,  3  pp. 

CHINESE,  per,  Ts  'al-cheng,  No  9,  1959,  PP  28, 

29. 


A  Decade  of  Civil  Engineering  in  Natioral  Con¬ 
struction,  by  Mao  I-sheng,  (NY-3227). 

CHINESE,  per,  T'u-au  Kung-ch'eng  Hsueh-pao, 

No  9,  1959,  PP  2-1 V. 
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Par  East 

Economic  (Contd) 


Soviet  Aid  To  sod  Foreign.  Trade  of  CoimunlPt 
China,  6  pp. 

GERMAN,  monograph,  Volksrepubllk  Chlna-eln 
Wlrtcchaftllcher  Uberbllck,  Dresden,  Jul  19 59 , 

PP  3*S  35,  i^-93. 

China  and  Its  New  Shipping  Policy,  "by  Dr  Hugo 
Hceckt. 

GERMAN,  per,  Seekiste,  No  8,  1959,  PP  554-657* 

Electric  Pover  Industry  White  Paper  for  Fiscal 
Year  1957  and  1958,  9  pp. 

JAPANESE,  rpt,  Enel  to  Desp  No  455,  AmEmbassy, 
Tokyo,  14  Oct  1959. 

Machinery  in  China  After  the  Great  Leap  For¬ 
ward,  by  Ozaki  Shotaro,  l6  pp. 

JAPANESE,  per,  Ajia  Keizai  Jumpo,  No  4oi,  1959, 

pp  1-12. 

People's  Communes  in  Process  of  Reorganization, 
by  Iwamura  Michio,  11  pp. 

JAPANESE,  per,  Ajia  Keizai  Jumpo,  No  4o6, 

1959,  PP  10-16. 

Recent  Japan-Soviet  Trade  Situation,  52  pp. 
JAPANESE,  per,  Nisso  Boeki  no  Chishiki,  25  Jun 

1959,  l4o  pp. 

North  Korea  Industrial  Plans-Electrie  Power, 

11  pp. 

KOREAN,  JAPANESE,  rpt,  Jul  1959. 

Improvement  and  Promotion  of  Postal  Savings,  by 
Kim  wun-bom,  4  pp. 

KOREAN,  per,  Ch'esin,  No  30,  1959,  PP  3-5. 

Technical  Experiences  Gained  Through  Collective 
Communication  Lines  Maintenance  Work,  by  Li 
Sun-yang,  3  pp. 

KOREAN,  per,  Ch'esin,  I,’o  30,  1959,  PP  12-14. 
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Far  Sage 

Eccnoccc  {Coned) 


The  Key  to  Efficient  Hooe-Front  Supplies  Lies 
in  Proper  Ideology,  by  Kh  Ch'ol-ho,  3  pp. 
KOREAN,  per,  Ch'esin,  No  30,  1959,  PP  25,  26. 

Discard  Perfunctory  Teachings  in  Pulfilling 
Assignments,  by  Kim  San-chon,  3  PP* 

KOREAN,  per,  Ch'esin,  No  30,  1959,  PP  27,  28. 

Drastic  Quality  Improvement  Needed  in  District- 
Precinct  Telephone  Connections,  by  Kim  Ch'an 
Sik,  3  pp. 

KOREAN,  per,  Ch'esin,  No  30,  1959,  PP  29,  30. 

Let  us  Educate  Communication  Workers  With  a 
Labor-Loving  Spirit,  5  PP* 

KOREAN,  per,  Ch'esin,  No  31,  1959,  PP  3,  4. 

Communication  Workers'  Pressing  Duty  Is  to 
Enhance  Technical  Standards,  by  Li  Rik-kvon, 

3  PP* 

KOREAN,  per,  Ch'esin,  No  31,  1959,  PP  5,  6. 

What  Prevented  Production  Efficiency,  by  Im 
Ch'ol-ho,  3  pp. 

KOREAN,  per,  Ch'esin,  No  31,  1959,  PP  28,  29* 

What  Delays  the  Mail  Service  of  Publication? 
by  Kim  San-chon,  4  pp. 

KOREAN,  per,  Ch'esin,  No  31,  1959,  PP  30,  31* 

Development  of  Economy  and  Foreign  Economic 
Contacts  of  the  People's  Republic  of  China,  by 
yu.  N.  Kapelinskiy,  et  al,  (DC-3179)* 

RUSSIAN,  bk,  Razvitiye  Ekonomlki  i  Vneshneeko- 
nomichesklkh  Svyazey  Kitayskoy  Narodnoy  Res- 
publikl,  Moscow,  1959,  5&0  PP* 

On  Metallurgy  of  Light  Metals  of  the  People's 
Republic  of  China,  by  A.  I.  Belyayes,  ( NY-3240 ). 
RUSSIAN,  per,  Iz  Vysshlkh  Uchebnykh  Zaved, 
Tvetnaya  Metallurglya,  No  5,  1959,  PP  182-186. 

The  Development  of  Science  and  Engineering  in 
the  Korean  People's  Republic. 

RUSSIAN,  per.  Vest  Svyazi,  No  11,  1958,  pp  32-34. 


JFffl  978-D 

JPRS  978-D 

JPRS  978-D 
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?»'  East 
lit leal 


Tibetan  Revolt,  by  Wadi'  Rufa'il,  27  pp. 
ARABIC,  bk,  Cairo,  No  104,  19  Apr  1959,  60  pp. 

The  Great  Victoriea  of  the  Socialist  Revo¬ 
lution  in  China,  by  Vasil  Ivanbv,  (DC- 3170). 
BULGARIAN,  per.  Novo  Vreme,  No  10,  1959,  PP  4l- 
50.  - 


Revision,  as  of  10  August  1959,  of  the  Regu¬ 
lations  for  the  Enforcement  of  the  Copyright 
Law  of  the  Republic  of  China,  4  pp. 

CHINESE,  rpt,  Enel  to  Desp  No  110,  AmBribassy, 
Taipei,  21  Aug  1959. 

Table  of  Contents  of  "Collection  of  Lave  of 
the  People's  Republic  of  China,  Jul-Dec  1958", 

10  pp. 

CHINESE,  monograph,  Chung-hua  Jen-min  Kung-ho- 
kuo  Fa-kuel-hul-plen,  Vol  VIII,  Peiping,  1959, 
PP  1-7. 

Gains  From  Studying  the  Public  Communes  Theory 
of  Engels,  by  Fan  Hong,  (DC-3188). 

CHINESE,  bk,  Hsueh-hsl  Ma-k'o-ssu  En-ko-ssu 
Lleh-ning  Ssu-ta-lin  Kuan-yu  Kung-ch'an-chu-i 
tl  Li-lun,  Peiping,  1959,  PP  'fe-gl. 

Communist  China  Digest,  95  PP* 

CHINESE,  par,  Hain-hua  Pan-yueh-k'an,  No  15, 
Peiping,  1959,  PP  lt&-l(#. 

Communist  China  Digest,  Part  I.  Significant 
National-International  Developments  During 
l-l4  August  1959,  20  pp. 

CHINESE,  per,  Hsin-hua  Pan-yueh-k'an,  No  16, 
1959,  PP  183-1^ -  - 

Communist  China  Digest,  Part  II.  Reports  From 
China,  112  pp. 

CHINESE,  per.  Hung- chi.  No  12,  l6  Jun  1959* 
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Pa:  Bas  e 

Political  (Contd ' 


T:ie  Red,  Diligent,  and  Skillful  Bmilation 
Movement  in  the  Shansi  Villages,  by  Shih 
Chi-yen,  Liu  Shan,  Vu  YUn,  8  pp. 

CHINESE,  per,  Hung- chi,  No  l6,  Aug  1959# 
pp  20-23* 

On  Peaceful  Competition,  by  YU  Chao-li,  6  pp. 
CHINESE,  per,  Hung- chi.  No  16,  Aug  1959 > 
pp  24-27* 


How  Should  Marxists  Treat  the  Mass  Movements 
of  the  Revolution,  by  Hou  YUng,  Wang  YU-ming, 

18  pp. 

CHINESE,  per,  Hung-cM,  No  17,  1  Sep  1959 # 
pp  14-25. 


Kishi  Is  Pushing  Japan  to  the  End  of  the 
Road,  by  Ch’en  Hsin,  7  PP* 

CHINISE,  per#  Hung- chi.  No  17#  1  Sep  1959# 
pp  45-49. 


Advance  Raising  High  the  Red  Flag  of  the 
Party's  General  Line  and  the  Military  Think¬ 
ing  of  Mao  Tse-tung,  by  Lin  Piao,  17  PP* 
CHINESE,  per.  Hung- chi,  No  19#  1  Oct  1959# 

pp  16-25. 


Unceasingly  Develop  the  Solidarity  of  the 
Various  Nationalities  of  Our  Country,  by 
Ulanfu,  13  pp. 

CHINESE,  per,  Hung-chl,  No  19#  1  Oct  1959# 
PP  43-50. 


The  International  Significance  of  the  Victory 
of  the  Chinese  People,  by  Wang  Chia-hsing, 

9  PP* 

CHINESE,  per.  Bung- chi,  No  19#  1  Oct  1959# 
pp  56-60. 

Praise  the  People's  Conmunes,  by  T'ao  Chu, 

14  pp. 

CHINESE,  per.  Hung- chi,  No  19#  1  Oct  1959# 

pp  61-68. 
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Political  (Can id) 


The  Correct  Line  for  Upholding  the  People's 
Democratic  Dictatorship,  by  Chang  Ting- ch  'eng, 
(DC- 3502/10). 

CHINESE,  per.  Bung-chi,  No  20,  1 6  Oct  1959. 

PP  31-39. 

Human  Beings  Have  Been  Transformed,  by  Ms 
Hsi-vu,  (DC-3502/10). 

CHINESE,  per,  Hung- chi.  No  20,  16  Oct  1959 t 

PP  39-w. 

Viewing  the  Vest  Berlin  Problem  From  the  Point 
of  View  of  International  Law,  by  Chou  Keng-sheng, 
(DC-3162). 

CHINESE,  per,  Kuo-chl  Ven-t’l  Yen-chiu,  NO  1, 

3  May  1959,  PP  i*0J*5~. 

The  False  Theory  of  the  "Two  Chinas"  and  the 
Principles  of  International  Lav,  by  Shao  Chih-fu, 
(DC-3162). 

CHINESE,  per,  Kuo- chi  Wen-t'i  Yen-chiu,  No  2, 

3  Jhn  1959,  pp  7-17. 

Seeing  the  Present  International  Situation  From 
the  Geneva  Foreign  Ministers'  Conference,  by 
Shao  Ven-shlh,  (DC-3162). 

CHINESE,  per,  Kuo-chl  Wen-t'i  Yen-chiu,  No  5, 

3  Sep  1959, 'PP  1-7. 

Viewing  the  So-Called  McMahon  Line  From  the 
Viewpoint  of  International  Lav,  by  Wei  Lang, 
(DC-3162). 

CHINESE,  per,  Kuo-chl  Ven-t'i  Yen-chiu,  No  5, 

3  Sep  1959,  pp  24,  47-52. 

Bow  the  People  of  Kan-Tzu  Autonomous  Chou 
Started  on  the  Hoad  to  Happiness,  by  Sha  Na, 

5  pp. 

CHINESE,  per,  Mln-tzu  T'uan-chieb,  No  7> 

6  Jul  1959, 


*JPRS 


*JPR8 


*JPR8 


*JPR8 


*JPRS 


*JPRS 


JPRS  998-D 


Far  East 

Ftlltlcal  f Ccotd ' 

1.  Speech  at  I 3 tana  Merdeka  After  Return 
of  Trip  Abroad  on  29  June  1959;  2.  Speech 
at  the  Swearing- In  Ceremony  for  Members  of 
the  Bouse  of  Representatives,  24  July  1959; 

3.  Radio  Speech  Concerning  the  Governments 
Monetary  Reforms  of  24  August  1959,  by  Presi¬ 
dent  Sukarno,  10  pp. 

INDONESIAN,  rpt,  Enel  to  Deep  No  242,  AmEm- 
bassy,  Djakarta.  17  Sep  1959* 

Present  State  of  Scientific  Attaches,  by 
Nakayama  Norimichi,  Ishizaka  Seiichi,  Saito 
Kunio,  (DC-3172). 

JAPANESE,  per,  Gakujutsu  Geppo,  Vol  XII,  No  5* 
Tokyo,  1959,  pp  1-10,  34-36,  46- 51  * 

A  Report  by  the  Chief  of  the  Polish  Delega¬ 
tion  to  China,  by  Jerzy  Morovski,  22  pp. 
POLISH,  per,  Nowe  Drogi,  No  7,  1959,  PP  91- 
104. 

Commemoration  of  the  10th  Anniversary  of 
Chinese  People's  Republic,  by  Jan  Urbaniak, 
(DC-3178). 

POLISH,  per,  Nowe  Drogi,  No  11,  1959,  PP  18- 
25* 


Commemoration  of  the  10th  Anniversary  of 
Chinese  People's  Republic,  by  I.  Iuga,  V. 
Piciorus,  (DC-3178). 

RUMANIAN,  per,  Lupta  de  Class,  No  10,  1959, 
pp  74-82. 

Historic  Changes  in  the  Life  of  the  Chinese 
People,  by  Jan  Uher,  7  pp. 

SLOVAK,  per,  Predvoj,  Vol  III,  No  37,  1959, 
PP  7-9* 
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Par  Sa^. 

H-iltary 

Prlnclj le?  of  Combat  Training,  292  pp. 

(ID  20812b) 

KOREAN,  manual,  published  by  the  Military 
Publication  Department  the  Rational  Defease 
Ministry,  NKDR,  1954,  412  pp. 

Chinese  Submarines  Perfect  Their  Combat 
SkiU. 

RUSSIAN,  per,  Sovet  Flot,  20  Jul  1959. 


U8ACRAPAC  (P) 
Enemy  Doc 
Supplement  No  54 


Navy  2350/ONI  594 


Questions  Concerning  China's  Territorial  Sea. 
CHINESE,  rpt,  Enel  to  NA,  Hong  Kong,  IR‘-3l8-59> 
publ  by  World  Knowledge  Publishing  House,  Peking, 
18  J\m  1959. 

Preliminary  Survey  of  the  Natural  Geography  of 
the  Ching-hai  Hu  Area,  (DC-3156). 

CHINESE,  per,  Acta  Geographies  Slnica,  No  1, 

1958,  pp  33-4^ 

The  General  Characteristics  of  Temperature 
Drop  in  Winter  in  Southern  China,  by  Chiang 
Ai-liang,  (DC-3156). 

CHINESE,  per,  Acta  Geographies  Slnica,  No  1, 

1958.  pp  46-66. 

Population  Density  of  Nan-T'ung  Special  Dis¬ 
trict,  (DC- 3156). 

CHINESE,  per,  Acta  Geographies  Slnica,  No  1, 

1958,  pp  79-82. 

Problems  Pertaining  to  Major  Hydrological 
Computations  in  the  Huai  Ho  Basin  Plan,  by 
Yu  Chia-buang,  27  pp. 

CHINESE,  per,  Chung-kuo  Sbul-li,  No  12,  1956, 

PP  13-25. 


Navy  2347/ONI  566 


*JPRS 


*JFRS 


*JPRS 


JPRS  995-D 


Far  East 

Gergrapfclc  (Contd' 


Translations  cn  China's  Physical  and  Economic 
Geography:  The  ftiai  Ho  Basin  Plan,  20^  pp. 
CHINESE,  per,  Chung- kuo  Shui-li,  No  12,  1956, 
No  4,  1957. 

Summary  of  the  Huai  Ho  Basin  Plan,  176  pp. 
CHINESE,  per,  Chung-kuo  Shui-li,  No  4,  1957* 

pp  2-58. 

Discussing  Ping-chun  Hsiao's  Three  Articles 
Entitled:  Opinions  on  Diverting  Water  From 
the  Huang  and  Han  Rivers  to  Flow  via  Peiping 
to  Eastern  Hopeh  and  Join  the  Luan  River  to 
Establish  Inland  Navigation  and  Irrigation  in 
North  China,  by  Shih-hsuan  Yu,  4  pp. 

CHINESE,  per,  Chung-kuo  Shui-li,  No  7,  1957, 
pp  59-62.  Call"  No"  TCI,  C56. 

Translations  of  China's  Physical  and  Economic 
Geography:  Agricultural  Geography  of  Yunnan, 
by  Tsan  Wei-lien,  27  pp. 

CHINESE,  per,  Nung-yeh  Hsueh-pao,  No  2,  1957* 
PP  133-146. 

Report  on  Chinese  Surveying  and  Cartography, 
by  Yu  Ts-ang,  l4  pp. 

CHINESE,  per,  Tse-hui  T'ung-pao,  Vol  IV,  No  2, 
1958,  pp  91-93. 

New  Guinea,  by  Willem  Carel  Klein,  358  pp. 

(ID  2116134) 

DUTCH,  bk,  Nleuv  Guinea,  Vol  I,  pp  259-281, 

Vol  II,  pp  1-25,  31-35,  37^+0,  42-57,  67-98, 
106-179,  218-250,  276-353,  Vol  III,  pp  259- 
272,  283-286,  288-300,  346-368. 

Mapping  of  the  Netherlands  Nev  Guinea,  by  J.  H. 
Bramlage,  10  pp. 

DUTCH,  per,  Tijdschrift  van  fret  Konlnklijk  - 
Nederlandsch  Aardrijkskundig  Genootschap, 

Vol  LXXVI,  No  3,  Ser  2,"  1959,  PP  307-316, 

Call  No  G21,  N46. 

Project  o-p  Hydrological  Zoning  of  China,  16  pp. 
RUSSIAN,  bk,  Fiziko-Geograficheskoye  Rayonlro- 
vaniye  Kitaya,  Vol  I,  Moscow,  1957,  PP  88-103. 
Call  No  GB  316,  C572. 


JFRS  995-D 

JFRS  995-D 


AMS 


JPRS  982-D 


JPRS  1957-N 


ACSI,  H-3816 
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0 Local  Naticnalirr,  Ccrrectly  Settle 
Nationality  Relations,  by  Ha  Ta-chun, 
(DC-3139-IR). 

CHINESE,  per,  Chlao-hsueh-yu-yen-chiu ,  No  o, 
Peiping,  1958,  pp  lb-20. 

The  People's  Communes  Participate  in  Trans¬ 
port,  by  Chang  Pang-ying,  10  pp. 

CHINESE,  per,  Hung-chi,  No  17,  Peiping, 

1  Sep  1959,  PP  30-3^. 

Big  Changes  in  Living  of  the  A-pa  Tibetans, 
by  K'e  Sung,  3  pp. 

CHINESE,  per,  Mln-tzu  T'uan-chieh,  NcT  7, 
Peiping,  1959,  P  13. 

The  Accomplishments  in  National  Languages 
Work,  by  Fu  Mou-chi,  7  PP» 

CHINESE,  per,  Min-tzu  T'uan-chieh,  No  7, 
Peiping,  1959,  PP  23-25. 

Some  Impressions  of  the  Entertainment  Troupe's 
Work,  by  Pien  Chun,  5  pp. 

CHINESE,  per,  Min-tzu  T*uan-chieh,  No  7, 
Peiping,  1959,  PP  26-28. 

The  T'ai  People,  by  Huang  Ch'ang-lu,  3  pp. 
CHINESE,  per,  Min-tzu  T'uan-chieh,  No  7, 
Peiping,  1959,  PP  37,  38. 

Advantages  of  Operating  Communes  in  Herding 
Areas,  8  pp. 

CHINESE,  per,  Mln-tzu  Yeh-chiu,  No  7, 

Peiping,  1959,  PP  5-9* 

On  Peaceful  Reforms  in  Minority  Areas,  by 
Kvang  Wan-lun,  6  pp. 

CHINESE,  per,  Mln-tzu  Yen-chlu,  No  7, 

Peiping,  1959,  PP  19-22. 

Do  Away  With  the  Feudal  Prerogatives  and 
Exploitation  of  the  Tibetan  Lamaseries,  by 
Wang  Sen,  Wang  Fu-jen,  (DC-3137-IR). 

CHINESE,  per,  Min-tzu  Yeh-chiu,  No  8, 

Peiping,  1959',  PP  1-10. 
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Far  East 

Sociological  (Contd) 

Bov  the  Tibetan  Feudal  Lords  Brutally  Ex¬ 
ploit  the  Serfs,  by  Yeh  Lu,  (DC-3137-IR). 
CHINESE,  per,  Min-tzu  Yeh-chlUj.  Bo  8,  1959, 

pp  11-20. 

Cultural  Life  of  the  Olunchun  People,  by 
Chao  Fu-hsing,  ( DC-3137- IR). 

CHINESE,  per,  Min-tzu  Yeh-chiu,  No  8,  1959, 

pp  21-32. 

A  Brilliant  Victory  of  the  General  Line  of 
the  CCP  in  the  Tibetan  Autonomous  Chou  of 
Ahpa  —  A  Leap  From  Serfdom  to  Peoples  Com¬ 
mune,  by  Ke  Sung,  (DC-3137-IK). 

CHINESE,  per,  Min-tzu  Yeh-chiu,  No  9,  1959, 
PP  1-7. 

A  United  Country  of  Many  Nationalities,  by 
Tao  Ming  (DC-3137-IR). 

CHINESE,  per,  Min-tzu  Yeh-chiu,  No  9,  1959, 
pp  17-24. 

Nationalities  and  Nationality  Areas  in  the 
Peoples  Republic  of  China,  by  A.  G.  Yakovlev, 
(DC-3139-IR). 

RUSSIAN,  monograph,  Resheniye  Natslonal'nogo 
Voprosa  i  Kitayskoy  Narodnoy  Respubllke, 
Moscow,  1959,  PP  5-14.  ™ 

Democratic  and  Socialist  Transformation  in 
the  Chinese  National  Minorities,  by  A.  G. 
Yakovlev,  (DC-3139-IR). 

RUSSIAN,  monograph,  Resheniye  Natslonal'nogo 
Voprosa  i  Kitayskoy  Narodnoy  Respubllke, 
Moscow,  1959,  PP  62-75*'  r 

Rise  of  the  Economy  in  the  Chinese  National 
Minorities,  by  A.  G.  Yakovlev,  (DC-3139-IR). 
RUSSIAN,  monograph,  Resheniye  Natsional'nogo 
Voprosa  i  Kitayskoy  Narodnoy  Respubllke, 
Moscow,  1959,  PP  76-90. 
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Far  East 

Socl .logical  (Contd) 

Cultural  Development  of  the  National  Minori¬ 
ties,  by  A.  G.  Yakovlev,  (DC-3139-IH)* 
HDB8XAI,  nomograph,  Beshaniye  Batsloaal  'nogo 
foprosa  1  Kitayskoy  Sarodooy  feeapublikc, 
Moscow,  1  59,  pp  91-101. 

Supplement,  by  A.  G.  Yakovlev,  (DC-3139-IR)* 
RUSSIAN,  aonograph,  Reshenlye  gatsivnal 'nogo 
Voprosa  1  Kitayskoy  Harodnoy  Respubllke, 
Moscow,  1959>  PP  102-111. 
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WESTERN  EUROPE 


Economic 


Monetary  Aspects  of  the  Rome  Treaty,  (Ab¬ 
breviated  Version  of  a  Lecture),  by 

Van  Lennep,  10  pp. 

DUTCH,  rpt,  Enel  to  Desp  No  l6o,  AmEmbassy, 

Tlie  Hague,  31  Aug  1959* 

Declaration  of  National  Committee  of  Dutch 
Communist  Trade  Union  (Declaration  of  the 
National  Committee  of  EVC  1958) ,  4  PP* 

DUTCH,  np,  De  Waarhaid,  Amsterdam,  22  Sep 

1959,  P  3- 

The  West  German  Automobile  Industry  in  World 
Economy,  by  Dr  Fritz  Kane eke,  9  PP* 

GERMAN,  rpt,  Enel  to  Desp  No  6l,  AmConsul, 
Stuttgart,  26  Oct  1959* 

Relationship  Between  Trade  Unions  and  Com¬ 
munist  Party  in  Italy  (The  Trade  Union  Re¬ 
awakening  and  Party  Tasks,  by  Luciano  Lama, 

7  pp* 

ITALIAN,  per,  Rinas cita,  Vol  XVI,  No  9, 

1959,  PP  598-601: 

On  the  Antifascism  Nature  of  the  Second  World 
War,  by  Ruggero  Gallico,  6  pp. 

ITALIAN,  per,  Rinascita,  Vol  XVI,  No  9,  1959, 
pp  642-644. 

An  Example  of  French  Utilization  of  Airphotos 
Industrially,  by  Flandrin  Brasssur,  11  pp. 
SWEDISH,  per.  International  Archives  of  Photo¬ 
gramme  try  XII  46,  Stockholm}1957,  pp  5-15* 

Call  No  EIF  339150 
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Western  Europe 
Political 


Formation  of  the  Dutch  Socialist  Workers  Party 
by  IXitch  Coaaualst  Dissidents  (Raise  the  Flag), 
3  pp. 

WJICH,  per,  De  Brug,  Vol  II,  No  4,  Amsterdam, 
*959,  PP  2,  3.  .  • 

Position  of  Dutch  Socialist  Workers  Party  on 
Democratic  Centralism  (Freedom  of  Opinion), 

^  PP* 

IXJTCH,  per,  De  Brug,  Vol  II,  No  5/6,  Amsterdam, 
1959,  pp  5, 

i 

Military 

Netherlands  i960  Defense  Budget,  30  pp* 

IXJTCH,  rpt,  Enel  to  Desp  No  270,  The  Hague, 

9  Oct  1959. 

Dutch-Anerican  Contribution  in  Weapon  Produc¬ 
tion:  The  Armalite  AR  10,  5  PP-  (ID  2115815), 
IXJTCH,  per,  Legerkoerier,  No  1,  1959,  PP  6,  7. 

1.  Hospital  of  the  Sky,  v  julien  Lesparre, 

2.  Packaging  Test  Center,  by  Jean  Villette, 

7  pp.  (ID  2123903). 

FRENCH,  per.  Forces  Francaises,  Jun  1959, 

pp  69-71,  io2rEo£ 
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LATIN  AMERICA 


Economic 


Agrarian  Reform  Lav,  pp. 

SPANISH,  bk,  feed  to  Agr  Hpt  So  18,  Agricul¬ 
tural  Attaches  Caracas,  15  Oct  1959* 


Political 


Article  by  Brazilian  Communist  Chief  on  Tactics 
for  i960  Election  (The  Communists  and  the  Presi¬ 
dential  Succession),  by  Luiz  Carlos  Prestes, 

9  pp. 

POHHJGOESE,  np.  Novos  Ruaos ,  Hie  de  Janeiro, 

4-10  Sep  1959i  P  3* 

How  the  Communist  Party  of  Venezuela  Vievs  the 
Present  Situation,  by  Pompeyo  Marquez,  (DC- 

3801/5). 

SPANISH,  per,  Estudios,  Vol  IV,  No  12,  Vbnte- 
video,  Sep  1959,  pp  71-81. 

Speech  of  Secretary  General  of  Chilean  Com¬ 
munist  Party  to  Party  Plenum,  (We  Must  Move 
the  Entire  Country  Against  Hunger  and  Unem¬ 
ployment),  ny  Luis  Corvalan,  16  pp. 

SPANISH,  np,  El  Siglo,  Santiago  de  Chile, 

15  Sep  1959,  pp  8-11,  14,  16. 


Military 

Uniform  Regulations  for  Officers  of  the  Para, 
guayan  Army,  49  pp.  (ID  2028326) 

SPANISH,  1944. 


Ut&A  ....... 

Foreign  Agri  Serv 
Rpt  4292412  . 
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*JFRS 


JFRS  1016-D 


ACSI,  H-4621 
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WORLD  VIDE 


Economic 

International  Merchant  Marine  Conferences 
(freight  Cartels),  by  A.  UBitrjer. 

RUSS1AH,  per,  Iforefcoy  riot.  Ho  1,  1959, 
pp  1*0-43. 


Havy  2368/ 0H1  5T7 


SCIENTIFIC 


Aeronautics 


Some  Methods  for  Bationalizicg  Aircraft 
Electric  Systems,  by  K.  Te.  Polishchuk, 

120  pp. 

RUSSIAN,  bk,  Nekotorye  Putl  Ratslonallzatall 
Elektricheskikh  Setey  Samoleta,  Moscow, 

1957,  106  pp^ 

Certain  Problems  of  Stress  Analysis  of  Thin- 
Walled  Aircraft  Structures,  by  I.  P.  Obraztsov, 

200  pp. 

RUSSIAN,  bk,  Nekotorye  Voprosy  Ftaacheta 
Naprochnost'  Tonkostennykh  Konstruktsly 
Samoleta,  Moscow,  1957,  176  pp. 

Calculation  of  Processes  in  the  Combustion 
Chamber  and  Nozzle  of  a  Liquid-Propellant 
Rocket  Engine,  by  A.  V.  Bolgarskiy,  ll6  pp. 
RUSSIAN,  bk,  Raschet  Protsessov  v  Kamere 
Sgoranlya  i  Sople  Zhidkostnogo  Raketnogo 
Dvigatelya,  Moscow,  1957,  100  pp. 

Aerial  Navigator's  Handbook,  3^7  pp* 

RUSSIAN,  bk,  Spravochnik  Avlatslonnogo 
Shtunnana,  Moscow,  1957,  115  pp. 

New  Record  of  Aviators. 

RUSSIAN,  up,  Gudok,  No  183,  6  Aug  1959- 

Is  There  a  Limit  to  +’ie  Altitude  of  Aircraft 
Fxight. 

RUSSIAN,  np,  Krasnaya  Zvezda,  No  203,  29  Aug 
1955,  P  3- 

The  New  Version  of  "Horse"  (Yak-24),  6  pp. 
RUSSIAN,  per,  Krldla  Vlasti,  No  10,  1959, 
p  11;  No  11,  pp  l2a,  T25 . 

On  the  Threshold  of  High  Altitudes. 

RUSSIAN,  per,  Qgonek,  No  42,  1959, 
pp  14,  15. 
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High  Altitud®  Scouts,  4  pp. 

RrJSS IAS,  np,  Vravda,  8  Jul  1959,  PP  1, 
Isvaatiya,  8  J^ii.1959,  p  3. 


6; 


Descent  Through  the  Clouds  Prom  the  Given 
line,  3  pp. 

RUSSIAN,  np,  Sovet  Aviatsiya,  22  May  1959, 
P  2. 


"Technical  Critiques,"  an  Important  Method 
of  Training  Aviation  Specialists,  3  PP • 
RUSSIAN,  np,  Sovet  Aviatsiya,  31  May  1959, 

p  1. 


Four-Footed  "Scouts"  at  High  Altitudes, 

3  PP- 

RUSSIAN,  np,  Sovet  Aviatsiya,  7,  8  Jul  1959, 
p  h. 


Breathing  Became  Difficult,  by  A.  Tyrin. 
RUSSIAN,  np.  Sovet  Avlatalya,  No  160,  10  Jul 
1959,  P  2. 

Stratosphere  Surrenders  to  Brave  Pilots,  3  PP*  ’ 
RUSSIAN,  np,  Sovet  Aviatsiya,  19  Jul  1959, 
pi. 

Aviation  News  From  Abroad. 

RUSSIAN,  np,  Sovet  Aviatsiya,  16  Oct  1959, 

P  3- 

1516  Air  Show  Of  Aviation  Sportaaen,  3  PP- 
RUSSIAN,  np,  Sovet  Patriot,  3  Jun  1959, 

P  ^ 

Records  of  Aviation  Sportsmen,  3  PP* 

RUSSIAN,  np,  Sovet  Patriot,  1  Jul  1959, 

P  3- 

America  Is  Proud  of  Its  Aviation  History. 

DUTCH,  per,  Avia-Vllegwereld ,  Vol  VIII, 

10  Sep  1959,  PP  587- 
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1959  Activity  Reports  of  the  German  Aero¬ 
nautical  Test  Laboratories,  53  pp. 

GERMAN,  rpt,  1958. 


Test  Reports  on  the  TL  OlU/V  Series  Turbojet 
Engine,  73  pp- 

GERMAN,  rpt,  VEB  Entvichlungsbau,  Prirm, 
1958,  60  pp. 

New  Airline  From  Moscow  to  Simferopol  in  the 
Crimea. 

POLISH,  per,  Skrzydlata  PolaXa,  Fo  3^>  1959, 
P  3- 

IL-19  Seta  New  Record. 

POLISH,  per,  Skrzydlata  Polska,  No  36,  1959, 
P  3. 
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Experiment  in  the  Interferometric  Investiga¬ 
tion*  of  the  Scission  Lines  in  Aurorae,  by 
T.  «.  Sfclyarehik,  2  pp. 

RUSSIAN,  tic,  Spektral'nye  Elektrofotoaetrl- 
cheskiye  i  Radiclokatslonnye  Issledovaniya 
Polyaraykh  Slyaniy  1  Svecherlya  Nochnogo 
Neba,  1959. 

Elec  trcphcte^e  trie  Measurements  in  the  Auroral 
Zone,  by  N.  y.  Dzhordzhio,  lh  pp. 

RUSSIAN,  bk,  Spektral'nye  Elsktrofotomctrl- 
chesklye  1  Radiolokatslonnye  Issledayn^ya 
Polyarsykh  Slyaniy  1  Svechenlya  Nochnogo" 

Reha,  I959, 

Hydrogen  Snisaion  and  Two  Types  of  Aurorae 
Spectra,  by  Yu.  I.  Gal'perin,  20  pp. 

RUSSIAN,  bk,  Spektral'nye  ELektrof otometri - 
chesklye  1  RadiolokatsiOBnye  Issledovaniya 
Polyaraykk  Slyaniy  1  Svechenlya  Nochnogo 
Neba,  1959. 


Tie  Observation  of  the  Aurora  of  10-11  Febru¬ 
ary  1958,  Near  Moscow,  by  A.  V.  Mironov,  V.  S. 
Prokudlna,  N.  N.  Shefov,  11  pp. 

RUSSIAN,  bk,  Spektral'nye  Elektrofotometrl- 
cheskiye  i  Radiolokatslonnye  Issledovaniya 
Polyaraykh  Slyaniy  i  Svechenlya  Nochnogo 
Neba,  1959. 

The  Intensity  of  Seme  Twiligit  and  Night  Sky 
Hnissions,  by  N.  N.  Shefov,  8  pp. 

RUSSIAN,  bk,  Spektral'nye  ELektrof otometrl- 
cheskiyg  i  Rndiolokats 1 onnye  Issledovaniya 
Polyarnykh  Slyaniy  1  Svechenlya  Nochnogo 
Neba,  1959. 

Some  Results  of  the  Spectroscopic  Study  of 
Aurorae  and  Airglov,  by  F.  K.  Shuiskaya,  5  pp. 
RUSSIAN,  bk,  Spektral'nye  ELektrof otometri- 
ckesklye  i  Radiolokatslonnye  Issledovaniya 
Polyarnykh  Slyaniy  i  Svechenlya  Nochnogo 
Neba,  1959 • 
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It  Is  the  Turn  of  Mars  and  Venus . 

RUSSIAN,  np,  Krasnaya  Zvezda,  9  Oct  1959, 

p  4. 

The  Relation  Betveen  Steepness  and  Age  of 
Wind  Wares,  by  TfU .  M.  Krylov,  11  pp. 

RUSSIAN,  per,  Met  1  Gld,  No  1,  1957, 
pp  26-33-  649131 

Investigations  of  the  Ultraviolet  Region  of 
Solar  Spectrum,  by  0.  A.  Melnikov,  10  pp. 
RUSSIAN,  per,  Priroda,  No  6,  1959- 

"Polaris "  Ballyhoo . 

RUSSIAN,  up,  Scvet  Flot,  5  Sep  1959,  P  4. 

Astronautical  Commission  of  the  Czecho¬ 
slovak  Academy  of  Sciences,  ( DC-3145). 
CZECH,  per,  Vest_Ceskoslovenske_^ademle 
Ved,  Vol  LXVIII,  No  2,  Prague,  May  1959, 
pp  265,  266. 

The  Indian  Sumner  Monsoon  as  Fart  of  the 
Planetary  Circulation  of  the  Atmosphere, 
by  H.  Flohn,  13  pp. 

GERMAN,  per,  Deut  Wetterdlenst  in  der 
US- Zone,  Berichte,  Vol  IV,  No  22,  1956, 
pp  134-139-  649I3O 

Basic  Results  of  Observations  of  Mars  in 
1956  at  the  Khar 'kov  Astronomical  Observe.-  ' 
tory,  by  M.  P.  Barabashov,  I.  K.  Koval', 

36  pp. 

UKRAINIAN,  per,  Visnyk  Ak  Nauk  URSR,  No  1, 
Kiev,  1959,  PP  15-23- 
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Ancient- Deep "Water  and  Secondarily* Deep -Water 
Forma  of  Fiahes  and  Bieir  Importance  for 
Zoo  geographical  Analysis,  fey  Anatoly  P. 
Andryashev . 

RUSSIAN,  bk,  Ocherkl  po  Ofcahchia  Voprocam 
Pthiolo^ii,  Dthlol  Kob  Ak  Nauk  SS5R,  1953, 

Cta  the  Causes  of  Fluctuation  in  the  Number 
of  Pacific  Salmon  and  the  Tasks  in  the 
Rational  Use  of  Stocks,  by  E.  S.  Seoko, 

44  pp. 

RUSSIAN,  bk,  Trudy  Vaeaoiumoy  Konferentall 
po  Vrproaam  Rybnogo  Khoziatiatva,  Moscow, 
1951,  pp  37-60. 


Selections  From  "Protecting  the  Populace 
From  Modern.  Means  of  Attack,"  by  I.  V. 
Mlroshnlkov,  G .  N .  Zapol ' skiy,  6?  pp . 

RUSSIAN,  bk,  Zaahchlta  Naaelenlya  ot 
Sovremennykh  Srcdatv  Poracheniya,  Moscow, 
19587  pp  3,  57  55-78,  l6l-1^5  ,  251-264, 
316-319,  334,  335. 

Toxicity  of  the  Leaves  of  Dalmatian  Camomile, 
by  F.  A.  Vereshchako. 

RUSSIAN,  per,  Aptechnoye  Delo,  No  2,  1958, 

PP  31-33. 

Biological  Research,  4  pp. 

RUSSIAN,  rrp,  Pravda,  15  Jul  1959,  P  4. 

Immunology  of  Growth  and  Cell  and  Tissue 
Development  as  a  New  Concept  in  Biology, 
by  N.  N.  Zhukov-Verezhnlkov . 

RUSSIAN,  per,  Uapekh  Sevres  Biol,  Vol  XLVU, 
No  2,  1959,  pp  235-254': " 

Device  for  Bacteriological  Seedings,  by  S.  I. 
Zhuravlev. 

RUSSIAN,  per,  Veter lnarlya,  Vol  XXXVI,  No  8, 
1959,  P  79.  9043756 


Dept  of  Interior 
SE211,  *82,  No  182 


Dept  of  Interior 
SR 211,  182,  Ho  190 


JPRS  Ir-10l6-N 

DSIR  LLU  RTS  1279 

aid/sir  3077 

♦US  DA 

US  DA 


-  68  - 


Scientific 
Biology  (Contd) 

Tbs  Use  of  Automobile  Air  Brakes  for  Aspirating 
Air  lfcrough  Bacterial  Saaplere,  by  G.  S. 

Gal* per,  M.  A.  Zcdochevskiy,  8  pp. 

RUSSIAN,  per,  Vo/enno-Med  Zhur,  No  6,  1959, 

P  91- 

The  Possibility  of  Avoiding  the  Development 
of  Resistance  to  Chemical  Poisons  in  Inaects 
and  Parasite b,  by  B.  I.  Rukavishnikov . 

RUSSIAN,  per,  Zashchita  Rasteniy  ot  Vreditelel 
i  Boleznel,  Vol  III,  No  5,_ 1955,  pp  51-53- 

Using  in  Biology  the  Achievements  in  the  Fields 

of  Physics  and  Chemistry,  by  Kh.  S.  Koshtoyants, 
T  PP- 

RUSSIAN,  per,  Zhur  Qbshch  Biolog,  Vol  XX,  No  2, 
1959>  PP  81-84. 

Oyster  Mortalities,  Old  had  Nev,  in  the 
Maritimes,  by  R.  R.  Logie,  15  pp. 

FRENCH,  pamphlet,  Mortalitea  chez  lez  goitres 
des  Provinces  Maritimes  dans  le  Passe  et 
Presentment,'  St.  Andrews,  ¥.  B. ,  1956. 

Laboratory  Tests  on  Grape  Brown  Rot,  by 
Georges  Morel,  8  pp. 

FRENCH,  per.  Revue  de  la  Viticulture, 

voi  xen,  no  TT  19^6,  Pp“ 2To-2i3  • 

A  Contribution  to  the  Knowledge  of  the  Biology 
of  Spathius  Exarator  L. ,  by  R.  Xtfngaes . 

GERMAN,  per,  Z  Angew  Ent,  Vol  XXXVIII,  No  1, 
1955,  pp  73-81. 

Ihe  Preservation  of  Fish  by  the  Freezing 
Process,  by  R.  Plank,  E.  Ehrenbaum,  K. 

Reuter . 

GERMAN,  per,  Z  Ges  Kalteind,  Vol  XXIII,  No  4, 
1916,  pp  37-42. 

The  Effect  of  Tolerances  for  the  Rockwell  C 
Method  Upon  Hardness  Numbers,  by  K.  Hild. 

GERMAN,  per,  Z  Instrumkde,  Vol  LXVI,  19*8, 

pp  202-211 . 
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Theocolax  Forraiciforrais  Westwood.  (Hym.  Chalcid. ), 
by  G.  Becker,  W  Weber. 

GERMAN,  per,  Z  Paras itenk,  Vol  XV,  1952, 

PP  339-356. 

Determination  of  the  Frost  Resistance  of 
Heavy  Clay  Products,  by  Dilatanetric  Measure¬ 
ments,  by  H.  Lehmann. 

GERMAN,  per,  Zlegellndustrie,  Vol  VIII,  No  15, 
1955,  pp  569-57V 

Development  of  DDT  Resistance  in  the  Flour 
Beetle,  (Tribolium  Confusum  DtJV),  by  0. 

Maeda. 

JAPANESE,  rpt. 

On  the  Identification  of  Chum  Salmon  Stocks 
In  the  North  Pacific  by  Means  of  Scales, 

Part  I,  by  Tetsuo  Kobayashi,  Shin-iehi  Abe. 
JAPANESE,  pamphlet,  Hokkaido  Sakemaau  Fuka.lo, 

Aug  1958,  36  pp.  INPFC  Doc  207 

IX.  Contribution  to  the  Zoogeographic  Termi¬ 
nology,  by  Enrique  Balech. 

SPANISH,  per.  Revista  de  Eiologla  Marina, 

Vol  IV,  No  1-3,  Valparaiso,  Aug  195^, 
pp  231-238. 

Demon  of  the  North,  by  Peter  Krott,  259  PP- 
SWEDISH  to  GERMAN  to  ENGLISH,  bk,  Tupu-tupu- 
tupu,  Knopf,  1959  (c1958). 

Development  of  the  Kiysiology  and  Biochemistry 
of  Plants  in  the  Ukraine  During  ko  Years  (1917- 
1957),  by  M.  A.  Lyubyns'kyy,  A.  Okcmenko, 
kl  pp- 

UKRAINIAN,  per,  Ukrayns'kiy  Bo'U  ,  .  or,  Vol  XIV, 

No  3,  Kiev,  1957,  pp  ^2-52. 
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A  Study  of  77^  “  Ut  "£+  Decays  Using  a 
Propane  Bubble  Chamber  and  Scintillation 
Counters . 

RUSSIAN,  photostat. 

Non- Lamellar  Storage  Cells  and  Batteries  of 

the  KTJB  Type,  by  I.  C.  Kulikov,  16  pp. 

RUSSIAN,  bk,  Akkumulyatory,  1958,  PP  37-106. 

Chemical  Compositions  and  Properties  of  Jet 
Propellants,  by  Ya.  M.  Payushkin,  496  pp. 
RUSSIAN,  bk.  Khimlcheskiy  Sostov  i  Svoyatva 
Reaktlonyfch  Topliv,  Moscow,  1958 >  373  pp.  ” 

Certain  Features  of  the  Chemical  Integration 
of  the  Processes  of  Nitrogen  Metaholism,  by 
A  Ye.  Braur.shteyn,  31  pp. 

RUSSIAN,  monograph,  Nekotoryye  Cherty  Khiml- 
cheskoy  Integratsli  Protsessov  Azotjstogo 
Cbmena*  Moscow,  1953,  pp  1-2#. 

Research  on  the  Chemistry  and  Separation  of 
Rare  Barth  Elements  (Extraction  of  Ce  and 
La,  Pr  and  Nd  Concentrates,  and  Heavy  Rare 
Earth  Elements),  by  A.  V.  Nikolayev,  A.  A. 
Sorokina,  A.  S.  Maslennikov,  13  pp. 

RUSSIAN,  bk,  Redkozemel ' nyye  Elementy  (Polu- 
cheniye  Anallz,  Prlmeneniye ) ,  1958,  PP  68-79. 

Preparation  of  Pure  Yttrium,  by  2.  P.  Andreyevs., 
P.  N.  Patkin,  7  PP- 

RUSSIAN,  bk,  Redkozemel 'nyye  Elementy  ( Polu- 
ohenlye  Anallz,  Prlmeneniye  It  1958,  PP  80-83- 

Trilon  B  in  the  Ion  Exchange  Separation  of 
Lass  Common  Rare  Earth  Elements,  by  Z. 

Andreyeva,  T.  V.  Lishchenko,  N.  V.  Br  >  .enfel'd, 
0.  1=  Rozhdestvenskaya,  14  pp. 

RUSSIAN,  bk,  Redkozemel ' nyye  Elementy  ( Polu- 
cheniye  Anallz,  Prlmeneniye),  1936,  pp  100-107 • 

Characteristics  of  Trilon  A  and  Trilon  B  in 
the  Ion  Exchange  Separation  of  Elements  of  the 
Cerium  Subgroup,  by  Z.  F.  Andreyeva,  A.  S. 
Kostygev,  6  pp. 

RUSSIAN,  bk,  Redkozemel 'nyye  Elementy  (Polu- 
cheniye  AnallzT*  Prlmeneniye),  1998,  pp  106-111. 
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Certain  Problems  of  the  Chromatographic 
Separation  of  Rare  Barth  Elements,  by 
L.  I.  Martynenko,  lif  pp. 

RUSSIAN,  bk,  Redkozemel ‘nyye  Elementy 
(Poluchenlye  Anaiiz,  Primenenlye),  1958, 
pp  112-120. 

Separation' of  Rare  Earth  Elements  on 
Anionites,  by  G.  M.  Kolosova,  H-  M. 
Senyavin,  3  pp. 

RUSSIAN,  bk,  Redkozemel 'nyye  Elementy 
( Poluchenlye  Anaiiz,  Primenenlye), '  1958, 

hTtsb-ihs. —  - 


Chemical  Control  of  the  Purity  of  Compounds 
of  Rare  Earth  Elements  of  the  Gerium  Sub¬ 
group,  by  M.  N.  Ambrozhiy,  9  PP* 

RUSSIAN,  bk,  Redkozemel 1 nyye  Elementy 
(Poluchenlye  Anaiiz,  Primenenlye),  1958, 

PP  179-155 • 


Reactions  of  Rare  Earth  Salts  With  Rhodi- 
zonic  Acid,  by  N.  S-  Polyektov,  3  PP* 
RUSSIAN,  bk,  Redkozemel' nyye  Elementy 
(Poluchenlye  Snailz,  Primenenlye),  1958, 
pp  190,  191. 


Chemical  Control  Method  in  the  Separation 
of  Rare  Earth  Elements  of  the  Yttrium 
Subgroup,  by  V.  I.  Kuznetsov,  Ye.  V. 
Mitrofanova,  12  pp. 

RUSSIAN,  bk,  Redkozemel 1 nyye  Elementy 
(Poluchenlye  Anaiiz,  Primenenlye),  1958, 
pp  192-198. 


Determination  of  Small  Admixtures  of  Rare 
Earths  in  High  Purity  Rare  Earth  Prepara¬ 
tions  by  Spectral  Emission  Analysis,  by 
T.  I.  Grishina,  18  pp. 

RUSSIAN,  bk,  Redkozemel 'nyye  Elementy 
(Poluchenlye  Anaiiz,  Primenenlye),  1958, 

pp  266-276. 
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Spectrophotometric  Investigation  of  Complex 
Compounds  of  Bare  Earth  Elements.,  "by  V.  M. 
Peshkova,  M.  I.  Gromova,  I.  P.  Yefimov, 

N.  A.  Kaaayev,  11  pp, 

RUSSIAN,  bk,  Redkozemel'nyye  Elementy 
(Poluchealye  Anallz,  Pr imeaeniye) ,  1958, 
pp" 277-283. 

Passivation  of  the  Cathode  and  Structure  of 
Electrolytic  Deposits  in  Solutions  of  Simple 
and  Complex  Salts,  by  A.  T.  Vagramyan,  Z.  A. 
Solovyeva. 

RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  LXVIII, 

No  2,  1949,  pp  32I-324. 

The  Stability  and  Viscosity  of  Concentrated 
Suspensions  in  Oleogels  of  Metallic  Soaps, 
by  G.  V .  Beluglna,  S.  Kh.  Zakiyeva,  P.  A. 
Rebinder,  A.  B.  Tayubman,  6  pp. 

RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  CXXVI, 

No  2,  1959,  pp  318-321'. 

Synthetic  Polymers  in  Mica-Based  Electrical 
Insulation,  by  L-  A.  Epshtein,  A.  I.  Petrashko. 
RUSSIAN,  per,  Elektrichestyo,  No  8,  1958, 

pp  21-28. 

New  Compcund  Piezo-Electrics,  by  G.  A. 
Smolensky,  A.  I.  Agranovskaya,  V.  A.  Isunov, 

3  PP- 

RUSSIAN,  per,  Fiz  Tverdogo  Tela,  Vol  I,  No  6, 
1959,  PP  990-992'.  "  9053896 

Synthesis  and  Properties  of  Monomethyl  Sub¬ 
stituted  Alkanes  of  C12  to  Cl6  Type,  by 
A.  A.  Petrov,  et  al. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Otdel  Khlm 
Nauk,  No  6,  1959,  ?P  1091-1097 • 

Alloying  of  Metal  Boride r  With  Silicon,  by 
K.  I.  Portnoy,  G.  V.  Samsonov,  K.  I.  Frolova. 
RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Otdel  Tekh 
Nauk,  Met  i  Topliva,  No  2,  Mar/Apr  195 9> 
pp  117-121. 
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Scientific 
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An  Improved  Method  of  Synthesis  of  Triethyl - 
almniaiuo,  by  S.  E  Kryukov,  et  al. 

RUSSIAN,  per.  It  Vyaahlkh  Uchebayto  Zavedenly, 

Khim  1  Khim  Tekh,  No  1,  195&,  PP  86-93- 

Study  of  the  Cermet  Based  on  Zr02-Cr,  by 
L.  P.  Kachalova,  A.  I.  Avgust.Lnik,  6  pp . 
RUSSIAN,  per,  Iz  Vysshikh  Uchebnykh  Zavedaaiy, 
Khim  1  Khim  Tekh,  No  5,  1959,  pp 70-75 • 

90U3S98 

Some  Data  on  the  Strength  of  Starch  Gel  and 
on  the  Staling  of  Bread,  by  Y.  I.  Nazarov, 
et  al. 

RUSSIAN,  per,  Iz  Vysshikh  Uchebnykh  Zavedsniy, 
Pishchevaya  Tekh,  No  4,  1958,  gp  131-135~~ ~ 

Vulcanization  of  Elastomers  Under  High  Pres¬ 
sures,  by  I.  S.  Okhrimenko . 

RUSSIAN,  per,  Kauchuk  1  Rezina,  No  3,  1958, 

PP  5-11. 

Highly  Plastic  Oilfilled  Butadiene  Styrene 
Rubber  SKS-30AM,  by  V.  P.  Shatolov,  N.  M. 
Kostyukov,  Ye.  N.  Popova,  T.  A.  Chulyakova, 

L.  A.  Hedoinova,  5  pp. 

RUSSIAN,  per,  Kauchuk  i  Rezina,  Vol  XVIII, 

No  1,  1959 ,  pp  4-6.  ~ 

Properties  of  Vulcanized  Rubbers  From 
Siloxane  Caoutchouc,  Containing  Vinyl  Groups, 
by  V.  N.  Kartsev,  M.  M.  Fotnicheva. 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  k,  1959, 

PP  3-7- 

Thermqphysieal  Characteristics  of  Latex  Foam, 
Gel,  and  Sponge,  by  D.  M.  Sandomirskiy . 
RUSSIAN,  per,  Kauchuk  1  Rezina,  No  k,  1959, 

pp  13-l6. 

Concerning  the  Pamphlet  "Past  and  Future  of 
Artificial  and  Synthetic  Materials,"  by  B. 
Mikhant'yev,  F.  Yashunskaya. 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  4,  1959, 
p  6l. 
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Scientific 
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Concerning  the  Book  "Soviet  Synthetic  Rubber, " 
by  G.  A.  Blokh,  P.  Y&shunskaya. 

RUSSIAN,  per,  Kauchuk  i  Retina,  No  4,  1959, 

pp  6l,  62. 

Cold  Vulcanization  of  Silicon  Organic  Rubbers, 
by  A.  S.  Novikov,  et  al. 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  5,  1959, 

pp  l6- 20. 

Radiation  Vulcanization  of  Polydlstethylsiloxanic 
Rubber,  by  L.  A.  Oksent'yevich,  et  al. 

RUSSIAN,  per,  Kauchuk  1  Rezina,  No  5,  1959, 

pp  21-26. 

Review  and  Bibliography,  Articles  on  Rubber 
Published  During  First  Half  of  1958* 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  5,  1959, 
pp  58-64. 

Articles  on  Rubber  Published  in  Second  Half 
of  1958. 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  6,  1959, 
pp  60-64. 

Synthesis  of  Trans-1,  4  Polyisoprene,  by  A.  M. 
Vladimirov,  et  al. 

RUSSIAN,  per,  Kauchuk  1  Rezina,  No  7,  1959, 
pp  6,  7. 

Action  of  Ionizing  Radiations  on  Cable  Rub¬ 
bers,  by  G.  I.  Dubrovin,  et  al. 

RUSSIAN,  per,  Kauchuk  I  Rezina,  No  7,  1959, 

pp  8-12. 

Properties  of  Mixtures  and  Vulcanized  Rubbers 
on  Bromobutyl -Caoutchouc  Base,  by  K.  F. 
Kaluzhenina,  et  al . 

RUSSIAN,  per,  Kauchuk  i  Rezina,  No  7,  1959, 

pp  13-18. 

Metal  Fluorides  as  Fillers  for  Rubbers  Made 
of  Fluorine  Copolymers,  by  F,  A.  Galil-Ogly, 
et  al. 

RUSSIAN,  per,  Kauchuk  I  Rezina,  No  7,  1959, 

PP  31-36. 
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Boohs  on  Rubber  Published  In  the  hast  Thirty 
leers,  by  1.  Kashin 

RUSSIAN,  per,  Sauchuk  1  Rezlna,  Ho  7,  1059, 
pp  61-63. 

Automation  In  the  Production  of  Sulphuric 
Acid,  by  L.  I.  Markov. 

RUSSIAN,  per,  Khlffl  Prom,  No  3,  1957,  PP  129-132* 

Eleventh  Mendeleyev  Congress  on  General  and 
Applied  Chemistry,  by  N.  M.  Zhavoronkov . 

RUSSIAN,  per,  Khlm  Prom,  No  1,  Jun  1959, 

pp  1-10. 

Synthesizing  Hydrogen  Peroxide  of  Diisopro¬ 
pylbenzene  and  Testing  Its  Triggering  Prop¬ 
erties  in  Process  of  Deriving  Butadiene 
Rubber,  by  V.  P.  Shatalov,  et  al. 

RUSSIAN,  per,  Khlm  Prom,  No  4,  Jun  1959, 
pp  13-15. 

Electrochemical  Methods  for  Synthesizing 
Certain  Initial  Materials  for  High  Polymers, 
by  V-  G.  Khomyakov,  et  al. 

RUSSIAN,  per,  Khlm  Prom,  No  4,  Jun  1959, 

pp  16-20.  "" 


Influence  of  External  Conditions  of  the  Shape 
of  Crystal  Growth,  by  V.  A.  Mokyevskij,  14  pp. 
RUSSIAN,  per,  Kris tall.  No  4,  1955,  pp  3-46. 

Calorimetric  Method  for  Determining  the 
Presence  of  Ion  Association  in  Solutions 
of  Electrolytes,  by  E.  V.  Kiseleva. 

RUSSIAN,  per,  Nauch  Dok  Tyssh  Sbkoly  Khlm 
j  Khlm  T'ekh,  Vol  IV,  1958,  pp  '621-623. 

Variation  of  Oxide  Inclusion  Content  in  Open- 
Hearth  Steel  Baths  During  the  Heat,  by  S.  L. 
Levin,  I.  P.  Kazachkov. 

RUSSIAN,  per,  Nauch  Dok  Vyssh  Shkoly  Met, 

No  2,  1959,  PP  43-17. 
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Scientific 
Chemistry  (Contd) 

Approximate  Chemical  Representation  of  the 
Movement  of  the  Combustion  Centre,  by  N.  V. 
Lavrov.  K»  B.  Trifonova. 

RUSSIAN,  per,  Podzemnaya  Gazlf  lkatsiya 
Ugley,  No  1,  1958,  pp  13-23. 

On  the  Synthesis  of  Hydrated  Calcium  Alumiaatea 
From  Calcium  and  Sodium  Alumina te  Solutions, 
by  Y-  £.  Pesin,  A.  F.  Dumskaya,  0.  L.  Rivina. 
RUSSIAN,  per,  Sbornik  Rabot  Lenlngradskogo 
Gosudflrst  Inst  Prik  Kh:  Vol  XXXII.  1040. 
pp  25-41. 

Nature  of  Aiuminate  Solutions  Based  on  the 
Study  of  Their  Physical  Constants  and  Dialysis, 
by  F.  M.  Strokov,  et  al. 

RUSSIAN,  per,  Sbornik  Rabot  Lenlngyadskogo 
Gosudarst  Inst  Prik  Khlm,  Vol  XXXII,  1940, 
pp  9^-~l^"- 

On  the  Problem  of  Carbonation  of  Aiuminate 
Solutions  With  a  Higher  Alkalinity  and  the 
Nature  of  Alkali  in  Aluminum  Hydroxide,  by 
F.  M.  Strokov,  A.  L.  Krostryak,  R.  V. 

Prokof ' eva . 

RUSSIAN,  per,  Sbornik  Rabot  Leningradskogo 
C-osudarst  Inst  Prik  Khim,  Vol  XXXII,  1940. 
pp  166-179 • 

New  Type  of  Hardened  Glass  "Steklofon, " 
by  A.  G-  Mlnakov,  et  al. 

RUSSIAN,  per,  Steklo  i  Keramika,  No  8, 

1959,  PP  21,  22. 

Investigation  of  the  Crystal  Structure  and 
Mechanical  Properties  of  Sysertsky  Antho- 
phyllite  Asbestos  After  Heat  and  Acid  Treat¬ 
ments,  by  V.  V.  Arshinov,  et  al. 

RUSSIAN,  per,  Trudy  Vses  Nauk  Issled  Inst 
Ekon  Mineralogii,  No  125.  19R7.  pp  62-72. 

The  Effect  of  Calcium  Fluoride  on  the  Limit¬ 
ing  Content  of  Calcium  Oxide  In  Portland  Cement 
Clinker  and  on  Its  Mineral  Composition,  by 
V.  I.  Satarin. 

RUSSIAN,  per,  Tsement ,  No  3,  1957,  pp  11-16. 
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On  the  Theory  of  the  Growth  of  Crystals, 
fry  O,  M.  Anshalea,  30  pp. 

ROSSKW,  par,  Oteheayye  Znplaki,  Ianisgrad 
Ordena  Lenina  Ooaudara  tycnnogo  U  iaern 
A.  A.  Zhdanova,  Car  Geolog  Wank,  Ho  215, 

1957,  pp  94-107.  , 

Beryllium  Fluoride  and  Fluoberyllates,  hy 
A.  V.  Novoselova,  21  pp. 

RUSSIAN,  per,  Uapckh  Khia,  Vol  XXVIII,  Ho  1, 
1959,  pp  33-43- 

Silanols,  "by  M,  F. '  Shostakovskiy. 

RUSSIAN,  per,  Uspekh  Kb  la,  Vol  XXVIII,  No  6, 
1959,  PP  741-771- 

Inorganic  High  Molecular  Compounds,  by  V.  V. 
Korshak,  K.  K.  Mozgova. 

RUSSIAN,  per,  Uspekh  Khim,  No  7,  1959, 

PP  783-818. 

New  Methods  for  Modifying  Property  of  Cellu¬ 
lose,  by  Z.  A.  Rogovin. 

RUSSIAN,  per,  Uspekh  Khim,  No  7,  1959, 

pp  850-875. 

Problems  in  Mechanochemi s try  of  Higi  Polymers, 
by  N.  K.  Baramboym. 

RUSSIAN,  per,  Uspekh  Khim,  No  7,  1959, 

pp  877-886. 

New  Methods  for  Determining  the  True  and  the 
Apparent  Specific  Gravities  of  Porous  Solids, 
by  I.  L.  Kttinger,  E.  S.  Zhupakhlna. 

RUSSIAN,  per,  Zavod  lab,  Vol  XXV,  Ho  6,  1959, 
pp  453-4-55  • 

The  Formation  of  Free  Macroradicals  on  the 
Mechanical  Breakdown  of  Polymers,  by  N.  K. 

Barambolm.  _ 

RUSSIAN,  per,  Zhur  Flz  Khim,  Vol  XXXII,  No  4, 

1958,  pp  806-810. 
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Scientific 
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The  Mechanism  of  Formation  of  KgO  and  HpOg 
in  the  Reaction  of  Hydrogen  Ataps  With  Oxygen 
Molecules,  by  L-  I.  Avramenko,  R.  7.  Koles¬ 
nikova  . 

RUSSIAN,  per,  Zhur  Flz  Khim,  Vol  XXXII,  No  12, 

1958,  pp  2730-2784- 

The  Effect  of  Ionizing  Radiation  of  the  Cor¬ 
rosion  of  Metals  Under  Atmospheric  Conditions, 
11  pp. 

RUSSIAN.,  per,  Zhur  Flz  Khim,  Vol  XXXIII, 

Ho  6,  1959,  pp“l^l252: 

Diagrams  of  Phase  Irsnsf onuat ions  of  Binary 
Systems  Formed  by  Nitrates  of  Rubidium  and 
Cesium  With  the  Nitrates  of  Strontium  and 
B&rinum,  by  V.  Ye.  Plyushchev,  I.  B.  Markina, 
L.  P.  Srklcver,  9  PP- 

RUSSIAN,  per,  Zhur  Neorgan  Khla,  No  1,  1956, 

pp  1613-1618.  -^9559  - 

Thermal  Decomposition  of  the  Perchlorates 
of  Magnesium,  Calcium,  Barium  and  Aluminum, 
by  A.  A.  Zinovyev,  A.  I.  Chudinova,  14  pp. 
RUSSIAN,  per,  Zhur  Heorgan  Khim,  No  1,  1956, 

pp  1722-1730.  649792 

The  Binary  System  NaCII^-B&CciQl^g,  by  A.  A. 
Zinov'yev,  L.  I.  Chudinova,  L.  P.  Smolina, 

10  pp . 

RUSSIAN,  per,  Zhur  Neorgan  Khim,  No  1,  1956, 
pp  185C-1856.  5*951*7 

On  the  Significance  of  Complex  Compounds  in 
Radiochemistry,  by  A.  A.  Grinfcerg. 

RUSSIAN,  per,  Zhur  Neorgan  Khim,  Vol  III, 

1958,  pp  195-203. 

Study  of  the  Surface  of  Crystallization  of 
the  Systems  fDjO^-NaClOi^-HpO  and  HgOg-LiClO^- 
HoO,  by  K.  E.  Mironov,  et  al. 

RUSSIAN,  per,  Zh'ir  Neorgan  Khim,  Vol  III, 

No  2,  1958,  pp  508-516. 
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Scientific 
Chemistry  (Contd) 


Kinetics  of  Chlorination  of  Titanium  Dioxide 
and  Niobium  Pentoxlde,  by  !•  8.  Moroaov,  8.  L. 
Btefanyuk, 

RUSSIAN,  per,  Zhur  Neorgan  Khim,  Vol  III, 

No  10,  1958,  pp  2366- 237l*. 

Nature  of  Hydrochloric  Acid  Solution  of 
Pentavalent  Niobium,  by  S.  I.  Solov'yey, 

Te.  I.  Krylov,  S  pp. 

RUSSIAN,  per,  Zhur  Neorgan  Khim,  Vol  III, 

No  11,  1959,  pp  21*87-2490” 

Preparation  of  Trihydroxyglutaric  Acid  Proa 
Xylose,  by  N.  A.  Sychev,  25  pp. 

RUSSIAN,  per,  Zhur  Prik  Khim,  Vol  U ,  No  1, 
1959,  pp  68-81.  ‘649794 

Polymerization  of  the  Tetra-Substituted  Allyl 
Methyls  llanes.  Part  I.  Kinetics  of  Polyaarl— 
zation  of  AHyl-Trlmethylsilanes,  by  D. 
Mikulasova,  A.  Hrivik,  17  PP- 
CZECH,  per,  Chemidce  Zvestl,  No  11,  1957, 
pp  641-650. 

Effect  of  Tantalum  Carbide  and  Columbium 
Carbide  Additions  Upon  Properties  of  Sintered 
Carbides,  by  C.  Agte,  V.  IXtfek. 

CZECH,  per,  Hutnlcke  L.  Vol  X,  No  6, 

1955,  PP  322-329- 

Protection  Prom  Radioactive  Radiation  in 
Metallurgical  Plants,  by  J.  Xuba. 

CZECH,  per,  Butnicke  Ldaty,  No  7,  1959, 

PP  583-588. 

About  Textile  Chemicals,  by  J.  San tala. 
FINNISH,  per,  Teknllllsen  Kemlaa  Aika- 
kauslehtl,  Vol  IV,  1959,  PP  109-111 . 

Oxygen  Titration  in  Sodium.  The  Mercury 
Method  and  Its  Use  for  Very  Low  Values,  by 
L.  Champelx,  R-  Darras,  J.  Dufle. 

FR01CH,  rpt,  CSA  No  835,  Issued  by  Centre 
d'?tudes  NucleaireB  de  Saclay,  Service  de 
Documentation,  Bolte  Postale,  No  2,  Gif-sur- 
Trrfcte,  France. 
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Scientific 
Chemistry  (Contd) 


Organometallic  Compounds  in  Petrochemistry, 
by  K.  Ziegler. 

PHSSCH,  rpt,  Fifth  World  Fetrolaum  Congress, 

31  Hay-6  Jun  1959,  PP  1-8. 

Catalytic  Synthesis  of  Hydrogen  Cyanide  end 
Catalytic  Oxidation  of  Ansconia.  Paper  13, 
by  L.  Andruauov . 

FRENCH,  per,  Bull  Soc  Chla  France,  Vol  XVIII, 

No  5,  1951,  pp  45-50. 

Catalytic  Oxidation  of  Afl»onla,  Hydrogen 
Cyanide,  and  the  Theory  of  Very  Rapid 
Catalytic  Processes,  Faper  14,  by  L.  Andrussow. 
FRENCH,  per,  Bull  Soc  Chla  Prance,  "oi  XVIII, 
No  5,  1951,  pp  50-59- 

A  Study  of  the  Volatile  Plant  Materials, 
Isolation  and  Characterization  of  CIS- 
Anethole,  by  Y.  R.  Raves,  et  al. 

FRENCH,  per,  Bull  Soc  Chla  France,  1958, 
pp  566-569. 

The  Catalytic  Isomerization  and  Dehydrogena¬ 
tion  Activity  of  Alumina,  "by  J.  E.  Germain, 
et  al. 

FRENCH,  per,  Bull  Soc  Chlm  France,  1958, 
pp  958-964. 

Survey  of  the  Factors  Governing  Suscepti¬ 
bility  to  Synthetic  Insecticides,  by  J.  M. 

Doby,  S.  Beblock . 

FRENCH,  per.  Bull  Soc  Scl,  Vol  XXXII,  Betake, 
1957,  PP  129-W: 

The  Oxidation  Mechanism  of  Methane,  by  E. 
Audibert . 

FRENCH,  per,  Comptes  Rendus,  Vol  CCXVI,  1943, 

PP  348-350- 

1 

•*  '  /The  Oxidation  Mechanism  of  Methane,  by  E. 
Audibert. 

FRBJCH,  per,  Ccmptes  Renchis,  Vol  CCXVI,  1943, 

pp  449-451 . 
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Study  of  Polyethylenes  by  anal 1- Angle  X-Ray 

Diffraction,  by  C.  Sella* 

vmm,  per,  Caagteg  Rendu  3,  Tol  CCXLYITI, 

1959,  pp  1819- iS22^ 

The  Characterisation  of  Microgel  and  Branched 
Molecules  in  "High  Pressure''  Polyethylene,  by 
L.  Nicolas. 

FRENCH,  per,  J  Polymer  Sci,  Tol  xm,  1958, 
pp  191-217. 

The  Structure  of  Polyethylene  Considered  as 
a  Mixture  of  n-P&raffins,  by  M.  G.  Gubler, 

A.  J.  Kovaco,  15  pp- 

FRENCH,  per,  J  Polymer  Sci,  Vol  XXXIV,  3959, 
pp  551-568. 

Solubility  of  Explosives  in  Several  Solvents, 
by  F.  M.  Lang,  5  PP- 

FRENCH,  per,  Memorial  des  Poudres,  Vol  XXXV, 
1953,  pp  213-222.  &9550 

Polarographic  and  Amperometric  Determination 
of  Malathion,  by  J.  Prat,  D.  Bo din. 

FRENCH,  per,  Mem  Serv  Chi®  Etat,  Vol  XLI, 

1957,  PP  21^-251. 

False  Twist  Spinners.  Preparation  Machines  for 
Industrial  Manufacture  of  Textiles  of  Chemical 
Origin,  by  J.  Schneider. 

FRENCH,  per,  Raycnne  et  Fibres  Synthet,  Vol  XIV, 
No  2,  1958,  PP  205^21^ 

Catalytic  Dehydrogenation  of  Methyl-2-Butane, 
by  N.  J.  Chouikine,  et  al. 

FRENCH,  per.  Rev  Inst  Franc  Petrole  et  Ann 
Combustibles  Li guides,  Vol  XII,  No  10,  1957, 

pp  1075-1078. 

Study  of  the  Precipitation  of  Oxide  Fe^O^ 
in  the  Oxidation  Laj'ers  of  Iron  at  Higgi 
Temperatures,  by  J.  Faidassi. 

FRENCH,  per.  Rev  Met,  No  11,  1955<  PP  869-886. 
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Process  of  Dehydrogenation  of  Aliphatic  Com¬ 
pounds  by  Means  Off  Halogens,  11  pp. 

FRENCH,  Intent  Wo  849, 8o4,  I.  G.  FarVenin- 
dustrie  Aktlengesellschaft. 

Process  for  Preparing  Oily,  Siccative  Binders 
for  Lacquers,  6  pp. 

FRENCH,  Patent  No  885,886,  I.  G.  Farbenin- 
dustrie  Aktlengesellschaft. 

On  the  Mechanism  of  Anodic  Dissolution  of 
Germanium  in  an  Alkali  Solution,  by  F.  Beck, 

II .  Gerischer,  21  pp. 

GERMAN,  rpt,  Max- Planck- Inst  fuer  Metallfor- 
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Amines,  by  L.  Horner,  E.  Schwenk- 
GERMAN,  per,  Angev  Chem,  Vol  LXI,  No  10, 

1949,  PP  4ll,“5l27 

Group  Analysis  in  Saturated  Hydrocarbons  by 
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Quitmann. 
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GERMAN,  per,  Textil-Praxls ,  Vol  XII,  No  9, 

1957,  PP  851-S5S: 

Chemical  Reactions  With  Cellulose  Fibers, 
by  J.  Wagmann. 
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129. 
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ITALIAN,  per,  At Li  Accad  Nazi  Lincei  Rend 
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pp  3-5-  ATS  268-IJ 

The  Action  of  Aromatic  Disco  Compounds  on 
the  Salts  of  0,  O-Dialkylmonothiophosphorlc 
arid  0,  O-DiaLkyldithiophosphorlc  Acids,  by 
G.  Biaachettl. 

ITALIAN,  per.  Rend  1st  Lorfoardo  Sei,  Part  I, 

Vol  XCI,  1957,  PP  68-75-  “  ATS  240-IJ 

Mixing  of  the  Solid  phase  in  Baffled  and 
Unbaffled  Fluidized  Solid-Gas  Systems,  by 
L.  Masaimilla,  S.  Bracale. 

ITALIAN,  per,  Ricerca  Sei,  Vo],  aXVxI,  No  5, 

1957,  pp  1509-1525.  *AEC 


-  91  - 


Scientific 
Chemistry  (Contd) 
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S'j&SiLa.  Vat  Dyesj  ****?™~ 
Microscope  Examination  of  fV^'fr^sby 
lag  Water  on  Some  Anthraquinone  Vat  Dyes,  by 
j.  0.  Varvidter,  D.  0.  Dnomond. 

UNKNOWN,  per,  Fihlrley  Inst  Mem,  Vol  XXXLIj 

1959- 
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Stator  Windings  of  Large  Rydraulic  am- 

waters  wits  Parallel  Branches,  "fey  A.  S. - 

Yeremyeyev. 

RUSSIAN,  per,  Elektrlchestvo,  No  10,  1954, 

PP  3-7.  “ 

The  Problem  of  Conmutation  In  D.C.  .Machines, 
by  B.  K.  Tur. 

RUSSIAN,  per,  Elektrlchestvo ,  No  xl,  1956, 

PP  30-33. 

Photoelectric  Method  of  Testing  and  Adjust¬ 
ing  the  Commutation  of  Electrical  Machines, 
by  Yu.  E.  Nebolyubov. 

RUSSIAN,  per,  Elektrlchestvo,  No  11,  1956, 
pp  34-37- 

The  Use  of  Amplidynes  and  Transistor  Ampli¬ 
fiers  for  Industrial  Drives,  by  V.  A.  tfaidis, 
11  pp. 

RUSSIAN,  per,  Elektrlchestvo ,  No  3,  1957, 
pp  5-10. 

Rates  of  Rise  of  Restriking  Voltage  Across 
Circuit-Breakers  Contacts  in  Large  Power 
Systems,  by  M.  M.  Belousov,  10  pp. 

RUSSIAN,  per,  Elektrlchestvo,  No  4,  1957, 
pp  21-24. 

A  Statistical  Assessment  of  the  Stability  of 
Induction  Motor  Characteristics,  by  I.  P. 
Isayev,  13  pp. 

RUSSIAN,  per,  Elektrlchestvo ,  No  4,  1957, 
pp  64-69. 

Investigation  of  Over- Voltages  Due  to  Arcing 
Earth-Faults  in  6-10  kv  Systems  With  Insu¬ 
lated  Neutral,  by  N.  N.  Belyakov,  12  pp. 
RUSSIAN,  per,  Elektrlchestvo ,  No  5,  1957, 

PP  31-36. 

Arc-Quenching  Processes  in  Air-Blast  Circuit- 
Breakers,  by  V.  Gusa,  Ya.  Tsigelka,  7  pp. 
RUSSIAN,  per,  Elektrlchestvo ,  No  5,  1957, 

PP  37-39. 
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Determination  of  the  In-Feed.  Current^,  (From  ..  , 
Induction  Motors)  to  Short-Circuits  in,icw?r.;o. 
Voltage  Systems,  by  M.  0.  Kamenetskiy,  12  pp. 
RUSSIAN,  per,  Elektrichestvo,  No  5,  1957, 

t>p  1*0-45. 

High-Voltage  Auto-Transformers,  by  A.  G. 

Kraiz,  10  pp. 

RUSSIAN,  per,  Elektrichestvo ,  No  6,  1957j 
PP  39-44.  ,  _  ...  •  "  "  "  ... 

A  New  Air-Blast  Circuit  Breaker  for  220  kv, 
7000  MVA,  by  T.  I.  Smirnova,  5  PP* 

RUSSIAN,  per,  Elektrichestvo,  No  6,  1957, 
pp  48-50. 

Velocity  -  Time  Relations  for  Electric  Drives 
for  Intermittent  Operation,  by  L.  V.  Kamyu- 
shin,  17  pp. 

RUSSIAN,  per,  Elektrichestvo,  No  6,  1957, 
pp  64-71. 

A  Method  of  Deriving  Equations  for  the  Electro 
Mechanical  Transient  in  Electric  Circuits,  by 
S.  V.  Strakhov,  17  pp. 

RUSSIAN,  per,  Elektricfae stvo ,  No  7,  1957, 
pp  5-10. 

Generalized  Method  of  Investigating  the 
Transient  Processes  in  Electric  Drive  Systems, 
by  D.  P.  Morozov,  Yu.  A.  Bortsov,  12  pp. 
RUSSIAN,  per,  Elektriehe s tvo ,  No  7,  1957, 
pp  19-24. 

The  Use  of  Load  Distribution  Diagrams  for  the 
Design  of  Urban  Systems,  by  Yu.  A.  Giants, 

10  pp. 

RUSSIAN,  per,  Elektrichestvo ,  No  7,  1957, 

PP  45-50. 

A  Practical  Method  for  Designing  Relays  With 
Rectifiers,  by  G.  G.  Gimoyan,  8  pp. 

RUSSIAN,  per,  Elektrichestvo ,  No  7,  1957, 

PP  50-53* 


Scientific 
Electricity  (Coutd) 


The  Noaograa  for  Determining  ?rotecti^ 
Zones  of  14^.t&iag  Conductor*,  J*T  "*  5? 

Lopshits  j  5  PP*  „  n  io<;7 

hUSSIAK,  per,  KLektricfreBtro,  No  7,  f> 

pp  76-78. 


A  High-Pover  Germanium  Transistor,  by  A.  V 

BDSSIAH,  per,  glektrichestro,  So  1, 
pp  72-75. 
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Scientific 
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18  Brochures  on  Soviet  Industrial  Exhibits 
(Analog  Computers). 

RUSSIAN,  brochures,  70  pp. 

Microwave  Antennas,  by  A.  Z.  Fradin,  698  pp. 
RUSSIAN,  bk,  Antenny  Sverkhyysokikh  Chastot, 
Moscow,  1957,  616  pp. 

Microwave  Antennas,  by  G.  Z.  Aizenberg. 
RUSSIAN,  rpt,  Antenny  Ultraktorklkh  Voln, 

1957,  pp  286,  335,  336,  359,  56*- 573,  &3*-636, 
665-672,  675-685. 

USSR  Academy  of  Sciences  Electronic  Computer 
(Magnetic  Memory  Device),  by  A.  A.  Pavlikov, 

128  pp. 

RUSSIAN,  bk,  Bystrodeystvuyushchaya  Elek- 
tronnaya  Schetnaya  Mashlna  ‘Ak  Nauk  SSgR 
(Magnitnoye  Zapominoyushcheye  Ustroystvo) , 

Moscow;  19577  7^"pp  — - 

Long  Range  Propagation  of  Ultrashort  Waves, 
by  Ye.  L.  Cherenkova,  68  pp. 

RUSSIAN,  bk,  Dal'neye  Rasprostranenive 
U1 1 trakorotkikh  Voln,  Ifoscow,  1958,  4Q  pp. 

Supplementary  List  of  Papers  Presented 
During  the  Second  All-Union  Conference  on 
Gas  Electronics,  4  pp. 

RUSSIAN,  rpt,  Dopolnitelnyy  Spisok  Dokladov 
na  Vtoroy  Vsesoyuznoy  Konferentsii  po 
Gasovoy  El'ektronike,  1958,  pp  1-3. 

The  Electrical  Properties  of  Semiconductors, 
by  S.  S.  Shalyt,  157  pp. 

RUSSIAN,  bk,  Elektricheskiye  Sboystva  Polu- 
provodnikov.  No  1/2,  1957,  130  pp.  ■ 

Thermal  Electric  Power  Station  in  Prefabri¬ 
cated  Reinforced  Concrete,  by  N.  V.  Alekseyev, 
et  al. 

RUSSIAN,  monograph,  Iz  Opyta  Montazha  Clav- 
nogo  Korpusa  Teplovoy  Elektrostantsii  v 
Zboraom  Zhelezohetone ,  1957- 
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Semiconductors  in  Technology  and  Life,  by 
V.  Gurov. 

RUSSIAN,  bk,  Poluprovodniki  v  Tekhnike  i 

v  Bytu,  pp  82-105* 

Radio  Relay  Lines  of  Communication,  by  V. 

I.  Siforov,  50  pp. 

RUSSIAN,  bk,  Radioreleynyye  Linii  Svya2i, 

1957,  pp  1-3^ 

Comparative  Technical-Economic  Evaluation 
of  the  Electro thermal  Method  of  Treating 
Bauxites  From  the  Tartar  Deposit,  by  E.  I. 
Khazanov. 

RUSSIAN,  bk,  Syr'yevyye  Resursy  Legklkh 
Metallov  Vostochnoy  Siblrl,  Vol  I,  19 58, 

pp  149-153. 

Principles  of  Designing  Contactless  Remote 
Control  Systems  With  Exponential  Converters, 
by  V.  A.  II* in. 

RUSSIAN,  per,  Avtomat  i  Telemekh,  Vol  XX, 

No  4,  1959,  pp  WB-472. 

Analysis  of  the  Operation  of  Magnetic  Pulse 
Elements  in  Contactless  Remote  Control  Units, 
by  I.  V.  Prangishvili. 

RUSSIAN,  per,  Avtomat  i  Telemekh,  Vol  XX, 

No  4,  1959,  pp  473-485. 

On  the  Entropy  of  Metric  Automorphism,  by 
V.  A.  Rokhlin. 

RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  CXXIV, 

No  5,  Feb  1959,  PP  900-983. 

An  Electron-Optic  Method  for  Studying  Micro¬ 
fields,  by  L.  N.  Malakhov,  Yu.  V.  Vorobyev. 
RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  CXXV, 

No  2,  1959,  PP  315,  316. 

Injection  and  Extraction  of  Minority  Current 
Carriers  on  the  Surface  of  Germanium  Electrode 
as  a  Result  of  Electrochemical  Processes,  by 
Yu.  V.  Pleskov,  5  pp. 

RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  CXXVI, 

No  1,  1959,  pp  111-1141 
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On  the  Reduction  of  the  Delivery  Times  and 
Further  Lovering  of  the  Structural  Costs 
of  Power  Stations  and  Network*. 

RUSSIAN,  per,  Kiel,  Stants,  Vol  XXU,  No  5* 
1958,  pp  2-10. 

Some  Problems  in  the  Planning,  Design  and 
Construction  of  Thermal  Power  ‘Stations,  by 
V.  A.  Radtsig. 

RUSSIAN,  per,  Blek  Stants,  Vol  XXIX,  No  5/ 
1958,  pp  43-45. 

Economic  Efficiency  of  District  Heating 
With  Large  Power  Systems,  by  G.  I.  Bossiev- 
skiy. 

RUSSIAN,  per,  Elek  Stants,  Vol  XXIX,  No  6, 
1958,  pp  20-2^ 

On  the  Cost  of  Electrical  and  Thermal  Power 
at  a  Heat  and  Electric  Power  Plant,  by  P.  P. 
She remet ' evskiy . 

RUSSIAN,  per,  Elek  Stants,  Vol  XXIX,  No  6, 
1958,  pp  42,  43. 

Seasonal  Fluctuations  in  Moisture  Content 
and  Dielectric  Strength  of  Insulating  Oils 
in  Transformers  in  Service,  by  B.  P.  Glushkov, 
V.  V.  Puchkovskiy. 

RUSSIAN,  per,  Elek  Stants,  Vol  XXIX,  No  10, 
1958,  pp  55-57.. 

Bolted  Aluminum- Copper  Contact  Joints,  by 
V.  P.  Golubeva 

RUSSIAN,  per,  Elek  Stants,  Vol  XXIX,  No  12, 
1958,  pp  42-4£ 

Fundamentals  of  an  Interconnected  Power  Grid 
for  the  European  Part  of  the  Soviet  Union, 
by  V.  I.  Veits,  17  pp. 

RUSSIAN,  per,  Elektrichestvo ,  No  1,  1957, 

pp  1-8. 
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Automation  of  Electric  Drives  for  Backet* 
Chain  Dredgers,  by  l.  7.  SUEljBrsfcly,  9  pp. 
RUSSIAN,  per,  Elektrichestvo ,  No  1,  1957* 

PP  22-25. 

Effect  of  Exciter  Saturation  on  Transients 
in  Synchronous  Machines,  by  L.  Z.  Shenkaan, 
9  pp. 

BUSSIAH,  per,  Elektrichestvo,  No  1,  1957* 
PP  35-38.  — 

The  Behaviour  of  Relay  Protection  on  Un¬ 
synchronized  Re closing,  by  Tszo  Khu,  11  pp. 
RUSSIAN,  per,  Elektrichestvo ,  No  1,  1957* 
pp  42-51. 

Differential  Protection  Circuits  With  Mag¬ 
netic  Restraint,  by  A.  D.  Drozdov,  9  PP* 
RUSSIAN,  per,  Elektrichestvo ,  No  2,  1957* 

PP  33-36. 

Investigation  of  Variable-Speed  A.C,  Ma¬ 
chines,  by  I.  I.  Treshchev,  17  pp. 

RUSSIAN,  per,  Elektrichestvo ,  No  2,  1957* 

PP  49-55* 

Measurement  of  Earth  Resistances,  by  A.  B» 
Oslon,  9  pp. 

RUSSIAN,  per,  Elektrichestvo,  No  2,  1957, 
pp  56-58. 

Short-Circuit  Transients  on  Long  Lines,  by 
R.  I.  Karayev,  18  pp. 

RUSSIAN,  per,  Elektrichestvo ,  No  4,  1957* 
pp  8-13. 

Voltage  Gradients  in  a  Long-Spark  Leader 
Channel,  by  V.  P.  Laryonov,  5  pp. 

RUSSIAN,  per,  Elektrichestvo,  No  4,  1957* 
pp  80,  81. 


Scientific 
Electronics  (Contd) 


Steady-State  Stability  of  a  Transmission 
System  With  Controlled  Synchronous  Con¬ 
dense  rs  at  the  Bee  t ional  i  *  ing  Habitation, 
by  W.  I.  Sokolov,  11  pp. 

RJSSIAH,  per,  ELektricheatvo ,  No  5,  1957, 

PP  25-30. 

Wind  Pressure  on  Overhead  Transmission  Line 
Conductors.,.  by- V.  V-.  Burgsdcrf,  H  pp. 
RUSSIAN,  per^  Elektrichestvo,  No  5,  1957, 

PP  ^7-52. 

The  Protection  of  a  Regulating  Autotrans- 
ronner,  by  A.  N.  Kozhin,  8  pp, 

RUSSIAN,  per,  ELektrichestvo,  No  5,  1957, 
pp  52-56. 

Formulae  for  the  Reactive  VA  of  a  Synchron¬ 
ous  Machine  During  Asynchronous  Operation, 
by  L.  Q.  Mamykonyants . 

RUSSIAN,  per,  ELektricheatvo,  No  3,  195&,  ' 

PP  35,  36, 

Breakdown  in  Vacuum,  by  V.  N.  Glazanov. 
RUSSIAN,  per,  Elektrichestvo,  NO  3,  1958, 
pp  4o-44. 

Using  Semiconductors  for  Relaying,  by  V.  L. 
Fabrikant. 

RUSSIAN,  per,  Elektichestvo,  No  7,  1958, 
pp  41-45. 

Short  Circuits,  Asynchronous  Operation  and 
Resynchronization  of  Turbogenerators,  by 
N.  A.  Poljak. 

RUSSIAN,  per,  SLektriches tvo ,  No  U,  1959, 
pp  18-24, 

Automatic  Control  of  Frequency  and  Active 
Loads  on  Power  Systems,  by  V.  M.  Goroshtein. 
RUSSIAN,  per,  Elektrichestvo,  No  1,  1959, 
pp  25-29.  ’ ' 
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Bar— tun  of  o  Detector  With  0—1  eamtactor 
Mode ,  by  A.  A.  Bullkovskiy. 

RUSSIAN,  per,  Klektrosvyax,  So  9 >  19  5® , 

PP  71-73. 

Analysis  of  the  Statfstieal  Structure  of 
9ext  Phototelegrams,  by  Y.  0.  Frolushkln. 
RUSSIA!,  per,  Hektrosvyaz,  So  5/  1959/ 

PP  63-70. 

The  Dependence  of  the  Re  Terse  Current 
through  s  Germanium  Diode  on  the  Repetition 
Frequency  of  Voltage  Pulses,  by  S.  0. 
Shul'man. 

RUSSIAN,  per,  Flz  Tverdova  Tela,  Vol  I, 

No  4,  1959,  pp  597-601". 

The  Transient  Response  Involved  in  the  Block¬ 
ing  of  a  Junction  Semiconductor  Diode  at 
Large  Values  of  Current,  by  hi.  K.  Barsukov. 
RUSSIAN,  per,  Flz  Tverdova  Tela,  Vol  I,  Ho  4, 
1959/  P  602. 

Same  Parameters  of  Electric  Detonators ,  by 
N.  G.  Petrov. 

RUSSIAN,  per,  Gornyy  Zhur,  Ho  12,  1957/ 

pp  26-32. 

A  Comparison  of  Systems  Reliability  in  the 
Case  of  Redundancy  in  Individual  Components 
and  the  System  as  a  Whole,  by  Kb.  L.  Saolit- 
skiy,  P.  A.  Cbukreyev,  6  pp. 

RUSSIAN,  per,  Iz.  Ak  Hank  SSSR,  Otdel  Tekh 
Hank,  gnergetlka  i  Avtomatika,  No  3/  1959/ 
pp  176-17$. 

The  Determination  of  Invariant  8igns  of  Stop 
(Plosive)  Sounds  in  Clipped  Speech  Signals/ 
by  G.  I.  Tsemmel'  ■  3  no. 

RUSSIAN/  per,  Iz  Ak  Hauk  SSSR,  Otdel  Tekh 
Hank,  Bnergetika  i  Avtomatika,  Ho  4,  1959, 
pp  21h,  215.  ™~** 
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A  Multichannel  Pulse  Height  Analyzer  With  a 
Logarithmic  Characteristic ,  by  L.  S.  Bagdas- 
arlan,  V.  M,  Kharitonov. 

RUSSIAN,  per,  Pribory  i  Tekh  Bksper,  So  1, 

1959,  PP  70-72. 

A  Hew  High-Resolution  Radio  Telescope,  by 
S.  E.  Khaikin,  N.  L.  Kaidanovskly. 

RUSSIAN,  per,  Pribory  i  Tokb  Eksper,  Bo  2, 

1959,  PP  19-24. 

A  Device  for  Measuring  Tine  Intervals,  by 
V.  S.  Golub. 

RUSSIAN,  per,  Pribory  i  Tekh  Eksper,  No  2, 

1959,  PP  132,  133. 

Measuring  the  Response  of  a  Photoresistor 
to  Light,  by  B.  M.  Vulkonskiy. 

RUSSIAN,  per,  Pribory  1  'Tekh  Eksper,  No  2, 

1959,  PP  136-135: 

Miniature  Radiotelemetric  Radio  Stations,  by 
V.  Pospelov. 

RUSSIAN,  up,  Prom-Ekon  Gazeta,  No  96,  1 6  Aug 
1959,  P  4. 

Problems  of-  the  Approximate  Computation  of 
the  Non-Symmetrical  Strip-Lines  With  a  Com¬ 
bined  Dlalectric,  by  A.  Sh.  Veitsmah. 

RUSSIAN,  per,  Radiotekh  i  Elektron,  Vol  IV, 

No  4,  1959,  pp  599-610. 

Inter- Institutional  Seminar  on  Cathode  Elec¬ 
tronics  (Eleventh  Session),  by  G.  F.  Vasilyev, 
N.  M.  Politova,  A.  E.  Shabel 'nikova,  L.  Ya. 
Pervova,  A.  A.  Yasnopol 1 skaya , 

RUSSIAN,  per,  Radiotekh  i  Elektron,  Vol  IV, 

Mo  4,  1959,  PP  731,  732. 

The  Use  of  Tabs  in  the  Control  Booster  System, 
4  pp. 

RUSSIAN,  np.  So vet  Aviatsiya,  27  Jun  1959,  P  2. 
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Tbe  Effective  Luminous  Intensity  and  Con- 
spicuity  of  Flashing  Lights,  by  B.  I>.  Fal'b. 
SB86IAIT,  per,  gtetotekhnlka ,  So  12,195&, 
pp  II-16. 

Loudness  Levels  for  Stereophic  Reproduction 
Using  Non- Directional  Microphones,  by  P.  G. 

Tager. 

RUSSIAN,  per,  Tekh  Kino  i  Televldenia,  No  2, 

1959,  pp  5^59. 

High  Voltage  Direct  Current  Transmission  — 
Protection  of  a  Direct  Current  Transmission 
Line,  by  B.  S.  Melik-Sarkisov,  9  pp. 

RUSSIAN,  per.  Transactions  of  the  Scientific 
Research  Institute  for  Direct  Current,  Vol  II, 
1957,  PP  «4-95.  9043910 

High  Voltage  Direct  Current  Transmission  — 

The  Inverter  Compounding  Device  of  the  Kashlra- 
Mo8cov  Transmission  Line,  by  A.  M.  Reider,  11  pp. 
RUSSIAN,  per.  Transactions  of  the  Scientific 
Research  Institute  for  Direct  Current,  Vol  II, 
1957,  PP  96-111.  9043899 

The  System  of  Circuit  Control  of  the  Direct 
Current  Transmission  Line,  Kashira- Moscow, 
by  B.  I.  Shiryayev,  11  pp. 

RUSSIAN,  per.  Transactions  of  the  Scientific 
Research  Institute  for  Direct  Current,  Vol  III, 
vfft,  PP  I&L-I96.  9043895 

A.  Kuybishev  Television  Center;  B.  Radio 
Relay  System  "Vesna"  With  Automatic  Intense  diate 
Stations;  C.  Automation  of  Radio  Communication 
Lines;  D.  Radio  Equipment  for  the  Simultaneous 
Translation  of  Speeches  to  Eight  Languages;  E. 
Experience  in  Rural  Radiofication  in  the  Kras¬ 
noyarsk  Kraj. 

RUSSIAN,  per.  Vest  Svyazi,  No  5,  1958,  pp  2-11, 
14-16. 
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the  Aerodynamic  Characteristics  of  Centri¬ 
fugal  Machines  With  Volute  Casings,  by  A*  G. 
Bychkov. 

RUSSIAN,  per.  Prom  Aerodinanlka,  Ho  10,  1958, 
PP  77-HO.  *”* 
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Scientific 
Engineering  (Contd) 

Plane  Transverse  Sending  of  a  Rod  of  Constant 
Cross-Section  Under  Steady  Creep  Conditions , 
by  A.  H.  Grub  in. 

RUSSIAN,  per,  gfoors  gascfa  Trad-  foryfrlsh  grfr 
In-ta,  Vol  VI,1ioTri95S7-PP-3:^ 

Aerodynamic  Heating,  4  pp. 

RUSSIAN,  up,  Sovet  Aviate iya,  14  Apr  1959,  p  2. 

A  Combination  Screw  Driver,  3  PP« 

RUSSIAN,  up,  Sovet  Aviate iya,  17  Jul  1959,  P  2, 

Production  of  Tubes  With  Internal  Plastic  Coat¬ 
ing,  by  S.  A.  Griaberg. 

RUSSIAN,  per,  Stal,  Nov  1958,  pp  1018-1020. 

Secondary  Condition  of  Axial  Engagement  in 
Oblique  Rolling,  by  P.  K.  Teterin. 

RUSSIAN,  per,  Stal,  (Rolling  and  Tube  Manu¬ 
facture  Supplement),  1959,  PP  133-138. 

Study  of  Wall  Deformation  During  the  Lot  Re¬ 
ducing  of  Tubes,  by  V.  L.  Kblnvcgorov,  A.  Z. 
Gleiberg. 

RUSSIAN,  per,  Stal,  (Rolling  and  Tube  Manu¬ 
facture  Supplement),  1959,  PP  171-179 • 

Reducing  Welded  Gas  and  Water  Piping  In  a 
Three-Roll  Reducing  Mill,  by  G-  I.  Gulyayev, 
et  al. 

RUSSIAN,  per,  Stal,  (Rolling  and  Tube  Manu¬ 
facture  Supplement),  1959,  PP  180-187. 

The  Influence  of  Working  Conditions  Upon  the 
Surface  Finish  of  Chromium-Plated  Parts  Sub¬ 
jected  to  Rotary  Surface  Grinding,  by  A.  A. 
Mikhaylov,  10  pp. 

RUSSIAN,  per,  Stanki  I  Instrument,  Vol  XXV, 

No  7,  1954,  pp  21-23.  650544 
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Scientific 
Enfiineerittfi  (Ccntd) 

Calculation  and  Analysis  of  the  Rigidity 
of  the  Portal  Frans  and  Croea-Malla  of 
Vertical  Boring  and  Turning  Ihchlmea,  Plano* 

Milling  Machines  and  Planing  Machines,  by 
V.  V.  Kaminskaya,  0*  9,  Reshetov. 

RUBS IAN,  per,  Stanki  l  Instrument,  Vol  XXVII, 

Ho  9,  1957,  ppT^  I SIR  LLU  HIS  1238 

New  Type  Electrode,  Shangbal-57-1,  for  Veil¬ 
ing  of  Constructional  Steels,  by  Veng-ling 
Vei. 

RUSSIAN,  per,  Svaroch  Proiz,  Bo  1,  1958, 

PP  30,  31.  SB  4668 

Effect  of  Electrode  Vibration  on  Arc  Veiling 
Process  and  on  Weld  Properties,  by  A.  A.  Alov, 

V.  8.  Vinogradov. 

RUSSIAN,  per,  Svaroch  Proiz,  So  9,  1958, 
pp  19-22. 

Precision  Automatic  Arc  Welding  With  Non- 
Consumable  Electrode  in  a  Hydrogen  Medium, 
by  F.  I.  Kislyuk,  et  al. 

RUSSIAN,  per,  Svaroch  Proiz,  No  10,  1958, 
pp  26-29. 

Automatic  Welding  and  Cutting  at  the  Saratov 
Heavy  Machine  Construction  Works,  by  N.  P. 

Anisimov. 

RUSSIAN,  per,  Svaroch  Proiz,  No  10,  1958, 

PP  29,  30. 

Welding  Repairs  to  Large  Motors  on  Bolling 
Mills,  by  N.  S.  Bazhanov. 

RUSSIAN,  per,  Svaroch  Proia,  No  10,  1958, 

PP  35-37. 

The  Automatic  Submerged-Arc  Overhead  Weld¬ 
ing  of  Pipes,  by  A.  S*  Fal'kevich,  et  al. 

RUSSIAN,  per,  Svaroch  Proiz,  No  11,  1958, 

PP  19-23- 
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Scientific 
Engineering  (Contd) 

Welding-Up  of  ft  Crack  in  a  Medium-Carbon 
Steel  casting,  by  A.  I*  fashohsako* 

RW8IAS,  per,  9*»rt>ch  prola,  lo  11,  190, 

PP  30- . 

The  Thermal  Balances  and  Materials  for 
Oxygen  Cutting,  by  S.  G.  Guzov. 

RUSSIAN,  per,  Svaroch  Proiz,  Mo  12,  190, 

PP  13-17*  — — 

High-Frequency  Resistance  Welding  of  Large - 
Diameter  Pipes,  by  N.  p.  Qlukhanov,  et  al. 
RUSSIAN,  per,  Svaroch  Proiz,  Feb  1959 ,  PP  6-8. 

A  Vacuum  Operated  Fault  Detector  for  the 
Testing  of  Welded  Joints,  by  B.  G.  Eakandyrin. 
RUSSIAN,  per,  Transport  Stroitei,  Vol  VIII, 

No  9,  1958,  PP  30- - 

Mechanism  and  Kinetics  of  the  Thermal  Decom¬ 
position  of  Baltic  Shale,  by  A.  K.  Mityurev. 
RUSSIAN,  per,  Trudy  Vses  Nauch-Issled  Inst 
po  Pererabotke  Slantsev,  No"  6,'  1958. 

Important  Probj.ems  in  the  Theory  of  Machines 
and  Mechanisms,  by  I.  I.  Artobolevekiy,  6  pp. 
RUSSIAN,  per,  Vest  Ak  Nauk  SSSR,  No  3,  1959. 

PP  19-23. 

Electro-Hydraulic  Crushing  of  Coal,  by  B.  I. 
Losev,  A,  N.  Mel'nikova,  F.  la.  Saprykin, 

L.  A.  Yutkin,  5  pp. 

RUSSIAN,  per.  Vest  Ak  Nauk  SSSR,  Ho  6,  1959, 

pp  62-65. 

Brief  Outline  of  Elements  of  Cybernetics  and 
Its  Application,  by  I.  Ya.  Akushskiy,  22  pp. 
RUSSIAN,  per.  Vest  Ak  Nauk  Kazakh skoy  SSSR, 

No  1,  Alma-Ata,  1958,  pp  25-39* 

The  Design  of  Special  Gages,  by  T.  A.  Vvedenskiy, 

8  pp. 

RUSSIAN,  per.  Vest  Mash,  Vol  XXXV,  No  8,  1955, 
pp  70-72.  650555: 
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Scientific 

Sag!  nee  ring  (Contd) 


Electrolytic  Polishing  of  Microsections  of 
Steel  and  Cast  Iron  in  a  Phosphoric -Chronic 
Acid  Electrolyte,  by  L.  P.  Zaitseva.. 

RUSSIAN,  per,  Zavod  Lab,  Vol  XXI,  No  U,  1955, 
PP  kk3-kUj. 

Estimate  of  the  Grain  Boundary  Contribution 
to  the  Total  Deformation  During  Creep,  by 
V.  M.  Rosenberg. 

RUSSIAN,  per,  Zavod  Lab,  No  1,  1959,  PP  53- 
57. 


A  Fiberglass  Base  Heat-Resisting  Wire  Strain 
G«uge,  by  V.  A.  Golovin. 

RUSSIAN,  per,  Zavod  Lab,  Vol  XXV,  No  1,  1959, 
pp  117-119. 

Electrolytic  Working  of  Metal  Ceramic  Dies, 
by  N.  Sokolov,  A.  Levin. 

RUSSIAN,  per,  Zhur  Frik  Khim,  Vol  XXXII,  No  8, 
1959,  PP  1774-T7BI: 

Basic  Principles  of  an  Aviation  Radar  Locator, 
(NY-3203). 

CHINESE,  per,  Ts  'e-llang  Chih-t'u  Hsueh-pao 
(Acta  Geodetica  et  Cartographical  Sinica), 

Vol  III,  No  3,  1959,  PP  17l,  17^-176* 

Information  Processing  Machines,  476  pp. 

CZECH,  bk,  Stroje  na  Zpracovani  Informaci, 

Vol  III,  Prague,  1955,  370  pp. 

The  Life  of  Forging  Dies,  by  J.  Elfmark. 

CZECH,  per,  Butnicke  Listy,  No  7,  1959, 
pp  612-61S. 

The  Use  of  Operation  Analysis  for  the  Deter¬ 
mination  of  the  Capacity  of  a  Street  Network, 
by  T.  Rallis. 

DANISH,  per,  Dansk  Vejtldsskr,  No  12,  1958, 
pp  253-276. 
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Sc  lentil i  r 
Bnglaw  ring  (Contd) 

Method  ol'  Manufacturing  a  Regenerator  With 
a  Filler,  and  Regenerator  Thus  Made,  by 
B.  V.  Philips,  5  PP* 

DANISH,  Patent  No  oO,505  (Addition  to  Bo 
7^,265). 

Surface  Roughness -Terminology'. 

DOTCH,  per,  Dutch  Standard,  Aug  1958,  pp  630, 
631. 


Hysteresis  Losses  in  lyre  Tread  Rubber  in 
Relation  to  Skid  Resistance,  by  D.  H.  F. 
Obertop. 

DUTCH,  per.  We gen,  Vol  XXXII,  No  12.  1958, 

PP  314-316;  Vol  XXXIII,  No  1,  1959,  P  6. 

Two  New  Methods  for  Machines  and  Equipment, 

8  pp. 

FRENCH,  brochure.  Deux  Nouveaux  Modes  d'Eah al¬ 
lage  Pour  Machines  et  Appareils,  1958,  3  PP» 

Model  Day-Lighting  Studies,  by  T.  Ltobrovolski. 
FRENCH,  per.  Lux,  Vol  XXVI,  No  2,  1958,  pp  41- 

43. 

Pantagraph  Dimensions  and  Wire  Span,  by  M.  A. 
Crepet,  6  pp. 

FRENCH,  per.  Revue  Generale  des  Chemins  de 
Fer.  Jul  1955,  PP  504-507. 

Magnetron  With  Tunable  Pulses,  by  E.  Rostas, 

22  pp. 

FRENCH,  per.  Revue  Technique  C.  F.  T.  H. , 

Nc  23,  Apr  195£>7  pp  69-79. 

Improvements  in  Machine  Tools  Witn  Alternating 
Rectilinear  Movement,  by  Charles-Louis  Gross, 

9  pp. 

FRENCH,  Patent  No  560,035. 
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re  ientif ic 
Engineering  (Contd) 

Improvements  Made  in  Sys terns  of  Electric 
Ignition  by  Spark  Plugs  of  Internal  Com¬ 
bustion  Engines,  by  Paul  Qnnclaude,  8  pp. 
FRENCH,  Patent  Mo  596,330. 

Device  Intended  to  Amplify  on  Vehicles  the 
Sound.  Emitted  by  the  Warning  Devices  of 
Other  Vehicles,  4  pp. 

FRENCH,  Patent  No  758,829,  Societe  Anonyme 
des  Etablissements  Repuseeou  &  Cie. 

Improved  Tank  for  Conveyance  of  Liquids 
Over  any  Terrain,  by  Emile  Piqucrcz,  11  pp. 
FRINGE,  Patent  No  795,285- 

Parabolic  Reflector  System,  by  Pierre  Peril- 
hou. 

FRENCH,  Patent  No  928,399,  26  Nov  194?. 

The  Development  of  the  Maerz-Boelens  Furnace, 
by  F.  Bartu. 

GERMAN,  brochure,  Jun  195 9* 

The  Stress  Conditions  in  Notched  Bars  and 
Its  Influence  on  the  Yield  Point  end  the 
Tendency  to  Brittle  Fracture  of  Steels,  by 
A.  Kbchendorfer,  A.  Schurenkamper. 

GERMAN,  rpt,  publ  by  Max-Flanck-Institut 
fuer  Eisenforschung,  Duesseldorf . 

The  Frictional  Resistance  of  Surfaces  of 
Various  Forns,  by  G.  Kempf,  l4  pp. 

GERMAN,  rpt.  Proceedings  of  First  Interna¬ 
tional  Congress  for  Applied  Mechanics,  1924, 
pp  439-448.  9043230 

Development  and  Application  of  a  Heat  Radia¬ 
tion  Measuring  Instrument  for  the  Analytical 
Evaluation  of  Temperature  Conditions,  by  U. 
Ploger. 

GERMAN,  per,  Arch  Eisenhuettewesen,  Aug  1959, 
PP  473-476. 
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SciO'itifii- 
Engineering  (Contcl) 

Dcoign  and  donstvnc tion  of  Steai:  Turbines, 
by  Fritz  Scliraiedel. 

GERMAIN  per,  Atocikem  Encrgie,  Vol  III, 

1958,  PP  493-50^ 

Waste  Heat  Recovery  at  the  LD  Steelworks 
in  Donawitz  (Austria),  by  A.  Vacek. 

GERMAN,  per,  Berg-  und  Hittenraann  Monat- 
sbefte,  Vol  CIV,  No  2,  1959,  PP  21-26. 

Waste  Heat  Boiler  Sy sterns  and  Gao  Cleaning 
Plants  Downstream  of  LD  Vessels  and  Con¬ 
verters,  by  H.  Rasvorschegg. 

GERMAN,  per,  Berg-  und  Huttenmann  Monat- 
shefte,  Vol  CIV,  No  2,1959,  pp  31-40. 

Duct  Removal  at  the  Bochumer  Verein  LD 
Steelworks,  by  R.  Harr,  K.  Wagner,  T.  H. 
Willraer.  • 

GERMAN,  per,  Berg-  und  Hutterunann  Monat- 
shofte,  Vol  CIV,  No  2,  1959*  PP  50-55* 

Self-Ignition  in  an  Improvised  Wood  Waste 
Store. 

GERMAN,  per,  Brandschutz,  Vol  XII,  No  7,  1958; 
P  153. 
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V&H  Thickness  Calculatioe:  cf  ffte— 
boilers  sod  Pressure  Vessels. 

C3SRKAH,  per,  Brennstoff-Vaerae-Kraft, 

Dec  1951,  pp  422-436. 

Tests  Conducted  on  Freight  Trains  Equipped 
With  Automatic  Load-Adapting  Trailer  Brakes 
for  the  Purpose  of  Determining  Brake  Para¬ 
meters  for  Direct  Test  Methods,  "by  0-  Bode, 

B.  Liebold. 

GERMAN,  per,  Deutsch  Kraftfahrtf orach  und 
Strassenverkehrstech,  No  lol,  1957,  21  PP« 

A  Study  of  Combustion  in  the  Cupola  Furnace, 
by  J.  N.  Alacacer,  J.  A.  de  Andres. 

GERMAN,  per,  Giesserei,  Vol  XLU,  No  6, 

1955,  PP  124-217. 

Separation  of  Hydrogen  Elimination  From 
Hydrogen  Uptake- in  Open-Hearth  Steelmaking, 
by  J.  A.  Vero. 

GERMAN,  per,  Neue  Huette,  Vol  II,  No  IQ, 

1957,  PP  6o5,”SoST 

Measuring  and  Control  Plant  at  the  Experi¬ 
mental  Converter  of  Phoenix  Rhelnrohr  at 
IXilsburg  Ruhrort,  by  K.  Ewe. 

GERMAN,  per,  Regelungs te chnik ,  Jul  1959, 
pp  248-253. 

The  Recording  of  Cutting  Stresses  and  Changes 
In  Cutting  Stresses  at  the  Cutting  Devices 
of  Machine  Tools. 

GERMAN,  per,  Schweiz  Tech  Z,  Vol  XLIX,  No  10, 
1952,  PP  157-159. 

Examination  of  a  Simple  Measuring  Procedure 
for  the  Determination  of  the  Spalling  Re¬ 
sistance,  by  R.  Bahn,  K.  Pump. 

GERMAN,  per,  311 lkatte chnik,  Apr  1959,  PP  190- 
192. 
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Aacunt  and  Nature  of  the  Oxide  Inci-i Ijts 
Suspended  In  Open- Hearth  Steel  Bathe.  bj 
K.  Bom,  K.  Wittatruck. 

GERMAN,  per,  Stahl  und  Bisen,  Vol  UCXYIII, 
No  22,  1956,  pp  151^-1525. 


The  Hydraulic  25- ton  Bar  Drawing  Bench  of 
the  Max  Planck  Institute  for  Iron  Research 
and  Its  Possibilities  of  Use,  by  U.  Lueg, 

0.  Pavel ski. 

GERMAN,  per,  Stahl  und  Risen, .:ll  Dec  1958, 

pp  1812-1815. 

Operating  Experience  in  the  Vacuum  Treat¬ 
ment  of  Open-Hearth  Steels,  by  C.  H.  Pott- 
giesser,  H.-  J.  Daermann,  A.  Drevermann. 
GERMAN,  per,  Stahl  und  Eisen,  Vol  LXXIX, 

No  8,  1959,  pp  4^3-^. 

Commercial  Vacuum  Treatment  of  Steel  for 
Rolling  and  Forging  Ingots  and  Castings  — 

A  General  Discussion,  by  K.  Brotzmann,  et  al. 
GERMAN,  per,  Stahl  und  Eisen,  Vol  LXXIX, 

No  9,  1959,  pp  63W38. 

Tests  to  Determine  Roll  Forces  and  Power 
Requirements  in  Mahnesmann  Piercing  Mill, 
by  A.  Geleji,  et  al. 

GERMAN,  per,  Stahl  und 'Eisen,  17  Sep  1959> 
pp  1352-1356. 

Evaluation  of  the  Useful  Lives  of  Cold  Rolls, 
by  P.  Funke. 

GERMAN,  per,  Stahl  und  Eisen,  1  Oct  1959, 
pp  1412-1419. 

The  Effect  of  Burden  Preparation  on  the 
Operation  of  Blast  Furnaces,  by  H*  Kahlhoe- 
fer,  et  al. 

GERMAN,  per,  Stahl  und  Eisen,  15  Oct  1959, 
pp  1461-1471. 
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Development  of  the  Generation  of  Klee trie 
Current  and  Blast  In  the  Blast  Furnace  Gas 
Power  Station  of  an  Iron  Works  by  Mrann  of 
lWv  Gas  Turbine,  by  A.  Weyel,  et  al. 

GERMAN,  per,  Stahl  und  Elsen,  15  Oct  1959* 

p r  1471-1478. 

Results  Obtained  in  the  Operation  of  2  Gas 
Turbine  Units  in  Belgian  Ironworks,  by  E. 
Aguet. 

GERMAN,  per,  Stahl  und  Eisen,  15  Oct  1959* 

PP  1479-1483. 

Construction  and  Method  of  Operation  of 
Static  Frequency  Tripler  for  the  Heating 
and  Melting  of  Metals,  by  G.  W.  Seulen. 
GERMAN,  per,  Z  Metallkunde,  May  1959#  PP  299- 
306. 

Rotary  Pump  and  Rotary  Draft  Machine,  by 
Hans -Ulrich  Tanzler. 

GERMAN,  per,  Z  Ver  Deut  Ing,  Vol  XCI,  No  10, 
1949,  PP  239-2 ss: 

Comparative  Studies  of  Methods  for  Testing 
the  Frost-Resistance  of  Roofing  Tiles,  by 
K.  Bergmann. 

GERMAN,  per,  Zlegellndustrle ,  Vol  X,  No  11, 
1957,  PP  359-365- 

Further  Development  of  the  Frost  Dilatometer 
for  Determining  Frost  Resistance,  by  H. 
Lehmann,  H.  Feldmann. 

GERMAN,  per,  ZicgellnduBtrle,  >  Vol  X,  No  11, 
1957,  PP  365-359. 

Throttle  Valve  With  Spherical  Housing  and 
Tubular  Packing,  by  Ing  Robert  Loevy,  3  pp, 
GERMAN,  Austrian  Patent  No  151,541. 

Sav  With  Curved  Head  for  Making  Circular 
Arc-Shaped  Cuts  in  a  Coal-Seam,  by  Kuemper, 
August,  Heinrich  Happe,  2  pp. 

GERMAN,  Patent  No  151,541. 
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Me tiod  cf  ir-cting  Industrial  Furnaces, 
by  Kcocpicfcy.  •*  pp. 

GERMAN,  Austrian  Patent  Flo  Ir5,c32. 

Wire  Drawing  Die  Consisting  of  a  Precious 
Stone,  e.g. ,  Diamond  With  a  Holder  Comprising 
a  Steel  Plate  Provided  With  an  Auxiliary 
Metal  Insert,  by  Alfred  Benzing.  5  pp. 

GERMAN,  Patent  No  1,012,530,  (Addition  to 
Patent  No  822,968). 

Problems  of  Mechanics  of  the  Pneumatic  Tires, 
Arising  From  the  Development  of  Motor  Vehi¬ 
cles,  by  Jean  Remus,  7  PP*  (ID  2081788), 
ITALIAN,  per,  ATA  Olomale  Ed  Atti  Della 
"Associazione  Tecnica  Dell1  Automob ileT^ 

No  4,  1958,  pp  207-213. 

Portable  Mortising  Machine  for  Working  Wood, 
by  Giuseppe  Grindatto.  Olga  Zoppo,  10  pp. 
ITALIAN,  Patent  No  494,489. 

The  Use  of  Stored  Dry  Timber  as  a  Raw  Ma¬ 
terial  for  Porous  Wood  Fibre  Boards,  by  K. 
Helge. 

NORWEGIAN,  per,  Norsk  Skoglndustrl ,  1958, 
pp  371-382. 

The  Use  of  the  Tungsten  Electrode  in  the 
Potentiometric  Determination  of  Manganese 
in  Steel,  by  R.  Suarez  Acosta. 
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Rules  of  Motion  of  Artificial  Celestial  Bodies, 
by  Yu.  A.  Ryabov,  16  pp. 

RUSSIAN,  per,  Priroda,  No  8,  Moscow,  1959, 

pp  11-18. 

Terrestrial  Corpuscular  Radiation,  by  A.  E. 
Chudakov,  E.  V.  Gorchakov. 

RUSSIAN,  per,  Priroda,  Aug  1959,  PP  86-89. 

The  Question  of  the  Penetration  of  Arctic 
Ocean  Waters  Into  the  Bering  Sea,  by  I*  G. 
Meilakh,  8  pp. 

RUSSIAN,  per,  Prc  .emy  Arktikl ,  No  3,  1958, 
pp  35-40.  649127 

The  Influence  of  the  Resolution  of  a  Radar 
Station  on  the  Accuracy  of  Determination  of 
Ice  Concentration,  by  It  D.  Demin,  12  pp. 
RUSSIAN,  per,  Probleny  Arktiki,  No  3,  1958, 
pp  61-67.  64-9093 
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An  Approximate  Determination  of  the  Beat 
Balance  of  Arctic  Baa  in  Waters,  by  V.  7. 
Timofeyev,  9  PP* 

SUSS  IAS,  per,  Problemy  Arktiki,  No  4,  19156, 
pp  23-28,  650508 

The  Ultrasonic  Method  of  Determining  Ice 
Thickness,  by  V.  V.  Bogorodskiy,  20  pp. 

RUSSIAN,  per,  Problemy  Arktiki ,  Ho  4,  1956, 

PP  65-77.  649155 

Classification  of  Antarctic  Icebergs,  by 
V,  L,  Lebedev,  20  pp. 

RUSSIAN,  per,  Problemy  Severa,  No  2,  1956, 

PP  80-50. 

Possibility  in  Principle  for  Aerial  Gravity 
Surveying,  by  I.  A.  Balabushevich,  22  pp. 

RUSSIAN,  per,  Publikatsiy  Kiyevakogo  Aatron 
Obser,  No  6,  1954,  pp  139-152. 

Map  on  Soil  Conductivity  Throughout  the 
Soviet  Union,  3  PP* 

RUSSIAN,  per.  Radio,  No  2,  1959,  P  18. 

Experimental  Sampling  of  Beryl-Bearing 
Pegmatites,  by  G.  P.  Kadeyerov. 

RUSSIAN,  per,  Razvedka  i  Okhrana  Nedr, 

Vol  XXIV,  No  10,  1956,  pp  18-22. 

Personal  Error  of  the  Observer  in  Pendulum 
Measurements  of  the  Acceleration  of  Gravity, 
by  M.  Ye.  Kheyfets,  17  pp. 

RUSSIAN,  per,  Sbornik  State/  po  Geodezii, 

No  9,  1955,  pp  29- 4l. 

Outlook  for  Development  of  Geophysical  Pros¬ 
pecting  for  Useful  Mineral  Deposits  in  the 
USSR  in  1959-1965,  by  V.  V.  Fedynakiy,  (NY-3224). 
RUSSIAN,  per,  Sovet  Geologiya,  No  8,  1959, 

PP  3-13. 
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The  All-Union  Geophysical  Conference,  by 
A.  I,  Dyukov,  (NY- 3224). 

RUSSXAH,  per,  Sovet  Oeologiym.  Wo  6^  1959# 
pp  l6o-l6$. 

Acceleration  of  Gravity  at  the  Moscow  In¬ 
itial  Points,  by  Yu.  D.  Bulanzhe,  22  pp. 

RUSSIAN,  per,  Trudy  Oeofiz  Inst,  No  20,  1953, 

PP  3-19.  ~ 

Local  Gravity  Anomalies  and  Isostasy,  by  S.  V. 
Yevseyev,  8  pp. 

RUSSIAN,  per,  Trudy  Geofiz  Inst,  Ho  22,  (149), 
1954,  pp  111-116.  650545 

Problems  of  Instrumental  Gravimetry,  (NY- 3192). 
RUSSIAN,  per,  Trudy  Inst  Flz  Zemli,  Ak  Nauk 

SSSR,  No  8  (175),  1959,  pp  3-76. 

Results  of  a  Soviet  Study  of  Jet  Streams  and 
Fronts  for  the  Areas  Encompassing  Europe, 
Western  Siberia,  Kazakhstan,  and  the  Adjoining 
Regions  of  Central  Asia,  by  Kh.  P.  Pogosyan, 

M.  V.  Shabel'nikova,  10  pp. 

RUSSIAN,  per,  Trudy  Tsentral  Inst  Prognozov, 

No  77,  1958,  pp  8-14 . 

The  Hydrological  Regime  of  Lepsy  Glaciers  in 
the  Dzhungarskiy  Ala-Tau,  by  K.  G.  Makarevich, 

( NY- 319*0  • 

RUSSIAN,  per.  Vest  Ak  Nauk  Kazakhskoy  SSR, 

No  9,  Alma  Ata,  i95'S,  PP  ^8-60'.'  '  1 

The  Czechoslovak  Work  Program  for  International 
Geophysical  Cooperation  1959,  (DC-3145). 

CZECH,  per,  Vestnik  Ceskoslovenske  Akademie  Ved, 
Vol  LJCVIII,  No  2,  1959,  PP  253-258. 

Special  Geodetic  Assignment:  L.  Considerations 
on  the  Determination  of  Plumb-Line  Deflections 
by  Gravity  Measurements  From  Free-Air  Gravity 
Anomalies,  by  K.  Arnold,  44  pp. 

GERMAN,  monograph,  Gerlands  Beitrage  zur  Geo- 
physik,  Vol  LXVII,  No  2,'  1953. 
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Abyasaoalia,  by  Erich  Krenkel. 

GERMAN,  handbk,  Handbucfa  der  Reglonaleo 
OeoioKle .  VolTO.Bection  8a,  1926, 
pp  1-36. 


The  Uranium  and  Gold  Deposits:  Vitmtere- 
rand- Blind  River  District;  Dominion  Beef: 
Serra  de  Jacobins;  Microscopical  Ore  In¬ 
vestigations  and  Geological  Comparison,  by 
P.  Raodohr, 

GERMAN,  per  Abb  Deutsch  Ak&d  Wlaeeasch,  Kl. 
Chemle,  Geol  und  Biol,  So  3,  Berlin,  195#, 

PP  1-. 

Viscosity  of  Kaolin  and  Clay  Suspensions,  by 
R.  Rieke,  L.  Tscheischvili. 

GERMAN,  per,  Berichte  der  Deut  Keramischen 
Gesellschaft,  Vol  XVII,  1936,  pp  1-M. 

Analysis  of  the  Results  of  the  Nature  Obser¬ 
vation  Campaign. 

ITALIAN,  rpt,  Hydrographic  8tudiea  of  the 
Port  of  Preak-Sihaouk,  Part  I,  pp  h-42. 

Contemporary  Movements  of  the  Earth's  CruBt 
in  the  Territory  of  the  Ukrainian  SSR,  by 
I.  L.  Sokolovskiy,  (DC-3180). 

UKRAINIAN,  per,  Visnik  Ak  Rank  Ukrainskoy  HSR, 
Vol  xxx.  No  9,  1959 >  pp  3-7. 
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Logical  Analysis  of  the  Concept  of  the 
Phoneme,  by  8.  K.  Shayumyaa,  (NY-3257). 
RUSSIAN,  bk,  Logichasklye  Isaladovamija, 
Moscow,  1959,  wT^mT  'rr~rr=£*r*  ■: 

Logic  and  Automation,  by  G.  N.  Povarov, 
(HY-3257). 

RUSSIAN,  bk,  Loglchesklye  Isflledovanlya, 
Moscow,  195 9>  PP  300-31**.  "" 

Construction  of  a  General  Theory  of  Logical. 
Nets,  by  N.  Ye.  Kobrinskiy,  B.  A.  Trakhten- 
brot,  (NY- 3257). 

RUSSIAN,  bk,  Loglcheakiye  Issledovaoly*, 

Moscow,  3_959j  pp  352-37^* 

Logical  Synthesis  of  Electronic  Computing 
and  Controlling  Circuits,  by  G-  N.  Povarov, 
(NY- 3257). 

RUSSIAN,  bk,  Logichaskiye  iBsledovaniya, 
Moscow,  1959,  PP  ^06-^14, 

Logical  Synthesis  of  Relay  Circuits  Con¬ 
taining  Resistances  and  Contacts,  by  B.  M. 
Rakov,  (NY-3257). 

RUSSIAN,  bk,  Loglcheakiye  Issledovaniya, 
Moscow,  1959,  PP  k29-t41.  ~ 

On  Codes  Which  Limit  the  Range  of  Error, 
by  N.  Ye.  Kirillov,  k  pp. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Otdel  Tekh 
Nauk.  Energetika  i  Avtomatika,  No  3,  1959, 

pp  183,  154. 

Conference  on  Problems  of  Statistical 
Coding,  3  pp. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Otdel  Tekh 
Nauk,  Energetika  i  Avtomatika,  No  3>  1959, 
pp  191,  192. 
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On  B.  G.  Oalerkin's  Method  for  the  Solution 
of  Boundary  problems,  by  M*  V.  Keldysh. 
58*81/ Bf,  per,  X*  Ak  Vwk  00®!,  Bar  Mntn—t  j 
Vol  VI,  1942. 

Meeting  of  "Vestnik  BtatiBtiki."  Editors  to 
Discuss  Econometrics  and  the  Use  of  Mathe¬ 
matics  in  Economic  Research,  by  A.  fa. 
Boyarskiy,  et  al.,  (BY- 3211). 

RUSSIAN,  per,  VeBt  S tails tiki.  Bo  9j  1959» 
PP  5^70. 

Analysis  of  the  Metallurgical  Process  of 
Tube  Steel  Production  by  Mathematical 
Statistical  Methods,  by  M.  Khotek. 

CZECH,  per,  Hutnicke  Listy,  No  3j  1958* 
pp  287-298. 


*»avy/APL 


*JFRS 


*BISI  1482 


Scientific 

Medicine 


Extrapolation  Reflexes  in  Birds,  by  L.  V. 
Krushinskiy,  (DC-3192). 

RUSSIAN,  pp  145-159. 

Problems  cf  the  Physiological  Effect  and 
Therapeutic.  Application  of  Air  Ions. 

RUSSIAN,  rpt,  Academy  of  Sciences  of  the 
Latvian  SSR  Institute  of  Experimental 
Medicine,  Riga,  1959,  PP  29,  51,  52,  59, 

76,  77,  95,  96,  116,  117,  133,  134,  150, 

151,  i6o,  169,  170,  184,  185,  202,  203, 

213,  230,  237-240,  247,  264,  272,  277,  278, 
281-234,  295,  304,  305,  318,  328,  338,  339, 
348,  362,  371,  372,  377,  384,  396,  397,  4o4, 
'--20  ;  421  •  , 

C 

The  prophylaxis  of  Infectious  Diseases  in' 
War  Time  by  I.  Yelkina,  (NY-3238). 

KUSSI/iN,  bk,  Kirs  Epidemiologii,  Chap  IX , 
1958,  pp  76-79. 

Funcamen-cals  of  Epidemiological  Analysis, 
by  I.  Yelkina,  (NY-3238). 

RUSSIA!.',  bk,  Kurs  Epidemiologii,  Chap  XI, 
j-953,  pp  83-105. 

Basf.p  of  the  Organisation  of  the  Sanitary- 
Epidemiological  Service  of  the  USSR,  by  I. 
Yelkina,  (NY- 323ft). 

RUSSIAN,  bk,  Kirs  Epidemiologii,  Chap  XII, 
1958,  pp  105-109. 

Cholera,  by  I.  Yelkina,  (NY-3238). 

RUSSIAN,  bk,  Kirs  Epidemi  'logii,  1958, 
pp  202-209- 

Psittacosis  and  Ornithosis,  by  I.  Yelkina, 
•'171-3238). 

RUSSIAN,  bk,  Kurs  Epidemiologii,  ±958, 
pp  264-267. 

Yellow  Fe\or.  by  I.  Yelkina,  (NY- 3238). 
RUSSIAN,  bk,  Kars  Epidemiologii,  1953, 

PP  359-361. 
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Plague,  by  I.  Yelkina,  (NY-3238). 

RUSSIAN,  bk,  Kars  foidtiaiologii ,  1958, 

PP  361-373- 

Tularemia,  by  I.  Yelkina,  (NY-3238). 

RUSSIAN,  bk,  Burs  Epidemiologil,  1958, 

PP  373-380. 

Anthrax,  by  I.  Yelkina,  (NY-3238). 

RUSSIAN,  bk,  Kurs  Bp Idemlologi i ,  1958, 
pp  4o3-4o7. 

Military  Radioactive  Substances,  by  A.  Ye. 
Minenko,  2  pp. 

RUSSIAN,  bk,  Qrganizatsiya  Medltslnukogo 
Obespecheniya  pri  Massovykh  Porazheniyakh 
Nasoleniya,  Chap  IV,  Kiev,  1957/  PP  90,  91- 

The  Toxicology  of  Military  Poisonous  Sub¬ 
stances,  by  N.  I.  Luganskiy,  G.  A.  Belon¬ 
ozhko,  64  pp. 

RUSSIAN,  bk,  Qrganizatsiya  Meditsln-gkogo 
Obespecheniya  pri  Massovykh  Porazheniyakh 
Nasoleniya,  Chap  VII,  Kiev,  1957,  PP  l8h- 

2PT. 

General  Information  on  the  Biological 
Weapon  and  Principles  of  Anti-Epidemic 
Defense  of  the  Population,  by  I.  N.  Mor¬ 
gunov,  125  pp. 

RUSSIAN,  bk,  Qrganizatsiya  MecLLtsinskogo 
Obespecheniya  pri  Massovykh  Porazheniyakh 
Nasoleniya,  Chap  VIII,  Kiev,  1957.  PP  245- 

The  Organization  of  the  MFVO  Medical  Service 
and  Its  Basic  Tasks,  by  A.  Ye.  Minenko,  14  pp. 
RUSSIAN,  bk,  Qrganizatsiya  Meditsinskofeo 
Obespecheniya  pri  Masso'/ykti'Porazheniyedch 
Nasoleniya,  Chap  XI,  Kiev,  1957,  BP  3o5-398. 
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Mobile  Formations  of  the  MFVO  Medical 
Service,  by  A.  Ye.  Ktnento,  lb  jp. 

RUSSIAN,  bk,  Organlzatsiya Medltsinakogo  .  — 

Obespecheniya'~pri  MasBOvykh  Porazhenlyakh 
Nasoleniya,  Chap  XII,  Kiev,  19  57 >  PP  399- 

Ul3T  JPRS  L-973-H 

Peroral  Mass  Immunization  of  the  Population 
Against  Polio  With  Live  Vaccine  From  Attenu¬ 
ated  A.  B.  Sabin  Strains  in  the  USSR,  by 
M.  P,  Chumakov,  M.  K.  Voroshilova,  K»  A. 

Vasil !yeva,  et  al,  26  pp. 

RUSSIAN,  rpt.  Poliomyelitis  Research  Insti¬ 
tute  of  the  Academy  of  Medical  Sciences, 

Moscow.  90^3769 

Changes  In  Cortical  Dynamics  Among  School 
Children  in  Connection  With  Various  Physi¬ 
cal  Stresses,  by  M.  P.  Ivanova,  13  pp. 

RUSSIAN,  bk,  Problemy  Yunosheskogo  Sporta, 

No  1,  Moscow,  1958,  pp  230-241. 

Activities  of  the  Central  Pharmaceutical 
Scientific  Research  Institute  in  1957  and 
1958,  by  E.  N.  Kutumova,  Yu.  M.  Shilov, 

7  PP*  . 

RUSSIAN,  per,  Aptechnoye  Delo,  No  1,  1959, 

PP  8-13* 

The  Status  and  Prospects  of  Training  of 
Pharmaceutical  Cadres  in  the,  USSR,  by 
V.  V.  Yermakov,  A.  K.  Mel'nichenko,  G.  A. 

Popov,  14  pp. 

RUSSIAN,  per,  Aptechnoye  Delo,  Vol  VIH, 

No  3,  1959,  PP  31-38. 

Conference  on  the  Scientific  Organization 
of  Labor  Held  in  Sverdlovsk,  USSR,  16-19 
Dec  1959,  by  V.  Makushin,  8  pp. 

RUSSIAN,  per,  Byul  Nauch  Informate ii,  Trud 
i  Zarabotnaya  Plata,  No  3,  1959,  PP  51-58. 


NIB 


JPRS  L-1071-W 


LLU  Tr  Bui  Oct  1959 


JPRS  L-1019-N 


JPRS  L-1924-D 


-  143  - 


Scientific 
Medicine  (Contd) 

Cytochemistry  of  Thiol  Groups  in  the  Sen¬ 
sory  end  Motor  Neurons,  "by  0.  I.  Bodkia* 

M.  Ye.  Struve,  8  pp. 

RUSSIAN,  per,  Dok  Ak  Sauk  SSSR.  Vol  CXXV, 

No  3,  1959 >  pp  639-642. 

On  the  Role  of  Interoceptors  in  the  Forma¬ 
tion  of  Behavior  in  Higher  Animals,  hy  A. 

M.  Ugolev,  V.  N.  Chernigovskiy,  7  PP- 
RUSSIAN,  per,  Dok  Ak  Rauk  SSSR,  Vol  uXXVI, 

No  2,  1959,  pp  450-453.""" 

Jtorphological  Changes  in  the  Peripheral 
Nervous  System  of  Animals  at  Long  Periods 
After  Acute  Radiation  Sickness,  hy  T.  M. 
Oleynykova,  5  PP- 

RUSSIAN,  per,  Flziol  Zhur,  Vol  V,  No  1, 

1959,  PP  io4-io£ 

Problems  of  Residential  Dwelling  Hygiene, 

hy  M.  S.  Goromosov,  10  pp- 

RUSSIAN,  per,  Gig  1  San,  Vol  XXIV,  No  3> 

1959,  PP  3-8. 

The  Problem  To  Be  Solved  hy  Soviet  Hygienists 
in  Connection  With  the  Decisions  of  the  21st 
Congress  of  the  CPSU,  by  F-  G-  Krotkov,  15  PP- 
RUSSIAN,  per.  Gig  i  San,  No  8,  1959,  PP  3-H- 

The  Effect  of  Impulse  Noise  on  Workmen  in 
Industry,  by  O.  P-  Shepelin,  12  pp. 

RUSSIAN,  per.  Gig  i  San,  No  8,  1959,  PP  26 “ 

32. 


Theoretical  and  practical  Conference  on.  the 
Problems  of  Noise  Control  in  Urban  Transpor¬ 
tation,  by  A.  S.  Perotskaya,  K.  N.  Luchina, 

k  pp.  a 

RUSSIAN,  per.  Gig  i  San,  No  8,  1959,  PP  °3> 
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A  Strike  at  the  Ferocious  Virus,  3  PP* 
RUSSIAN,  np,  Izvestlya,  17  Jun  1959,  P  4. 

Resolution  of  the  Expanded  Session  of  the 
Presidium  of  Academy  of  Sciences  USSR  and 
the  Department  of  Biological  Sciences  Held 
Jointly  With  the  Activist  Group  of  the 
Department  on  20  January  1959,  by  A.  N. 
Nesmeyanov,  A.  V.  Topch: /ev,  V.  A.  Engel’ - 
gardt,  7  pp. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Ser  Biolog, 
No  2,  1959,  PP  31(2-319. 

Coordination  of  Research  on  the  Problem  of 
the  Dynamics  of  Biogeocomplexes,  3  pp. 
RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Ser  Blolog, 
No  2,  1959,  PP  319,  320. 

Urgent  Tasks  of  Medical  Science  in  the 
Light  of  the  Decisions  Reached  at  the  21st 
Congress  of  the  Communist  Party  of  the 
Soviet  Union,  by  A.  N.  Bakuiev,  6  pp. 
RUSSIAN,  per,  Klin  Med,  Vol  XXXVII,  No  7, 
1959,  PP  3-6. 

N.  K.  Krupskaya  on  Training  in  Communist 
Morals,  by  L.  Goncharov,  6  pp. 

RUSSIAN,  per,  Kul  ’  turno-Prosvetltel  'naya  • 
Rabota,  No  2,  1959,  PP  12-l4'. 

The  Medical  Industry  in  1959,  by  A.  G. 
Matradze,  M.  I.  Bemfel'd,  5  PP* 

RUSSIAN,  per,  Med  Prom  SSSR,  No  7,  1959, 
pp  3-6.  ,  < 

For  the  Fulfillment  of  the  Seven-Year  Plan 
Ahead  of  Time,  by  D,  A.  Margolis,  3  PP* 
RUSSIAN,  per,  Med  Prom  SSSR,  Ho  7,  1959, 

pp  6-8. 

Seven-Year  Plan or  the  Development  of  the 
National  Economy  of  the  USSR  and  Science, 

6  pp. 

RUSSIAN,  per,  Nauch  Dok  Vyschey  Shkoly, 
Biolog  Nauka,  No  1,  1959,  PP  7-10. 
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Microorganisms  and  Heredity;  by  H.  N. 
Zhukov-Verezhnikov,  N.  V.  Lyaogorov,  12  pp. 
R088IMI,  per;  Sauka  1  Zhlgn*.  So  8,  1959* 

PP  9-14. 

The  Absorption  of  Various  Radioactive  Com¬ 
pounds  on  the  Fresh  Surface  of  Experimental 
Wounds,  by  I.  T.  Tsilyuryk,  10  pp. 

RUSSIAN,  per,  Hovyy  Khir  Arkhiv,  No  4,  Jul/ 

Aug  1959;  PP  12-16. 

On  Bum  Auto-Antibodies,  by  N.  I.  Kuznetsova, 

S.  V.  Shurkovich,  7  pp. 

RUSSIAN,  per,  patolo*  Fiz  i  Eksper  Terapiya, 

Vol  III.  No  4,  1959,  PP  57-60. 

Fifteen  Years  of  Experience  in  Work  With 
Linear  Mice  in  Experimental  Oncology,  by  N. 

N.  Medvedev,  16  pp. 

RUSSIAN,  per,  Patolog  Fit  i  Eksper  Terapiya, 

Vol  III,  No  4,  1959,  pp  76-82. 

The  Employment  of  Bone  Marrow  in  the  Complex 
Treatment  of  Radiation  Sickness,  by  I.  R. 
Petrov,  I.  V.  II ' inskaya,  (DC-3150). 

RUSSIAN,  per,  Patolog  Fiz  i  Eksper  Terapiya, 

Vol  III,  No  5,  1959,  PP  65-69. 

The  Joint  Plenum  of  Pediatricians,  Obstetri¬ 
cians,  and  Gynecologists ,  by  M.  Ya.  Studenikin, 

6  pp. 

RUSSIAN,  per,  Pedlatrlya,  Vol  XXXVII,  No  5, 

195 9,  PP  93-95. 

The  Methodology  of  Physiological  Character¬ 
istics  and  Evaluation  of  the  Curriculum  of 
General-Curriculum  School  Students,  by  N.  G. 
Shnmilo,  8  pp. 

RUSSIAN,  per,  Pedlatrlya,  Vol  XXVII,  No  6, 

1959,  pp  11-15* 
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What  Kind  of  Pre-Flight  Medical  Super¬ 
vision  Mist  Ve  Have?  3  pp. 

RUSSIAN,  np,  Sovet  Aviate lya,  22  Jul  1959, 
P  S. 

Problems  of  Medical  Cadres  in  Kirgiz iya, 
by  Yu.  Ye.  Danilov,  8  pp. 

RUSSIAN,  per,  Sovet  Zdrav,  Vol  XVIII,  No  1, 
1959,  pp  11-15. 

Courses  of  Development  of  Soviet  Public 
Health  in  Kazakhstan,  by  N.  I.  Kereyev, 

8  pp. 

RUSSIAN,  per,  Sovet  Zdrav,  Vol  XVIII,  No  1, 

1959,  PP  16-20. 

The  Sequence  of  Reactive  Changes  in  the 
Blood  Under  the  Influence  of  Ionizing 
Radiation,  by  A.  N.  Komissarov,  N.  Ye. 
Komissarova,  L.  T.  Kostitsyn,  15  pp. 
RUSSIAN,  per,  Terapevticheskiy  Arkhiv, 

Vol  XXXI,  No  8,  1959,  PP  3-H. 

Fundamental  Principles  in  the  Treatment  of 
Acute  Radiation  Injuries,  by  V.  B.  Farber, 

11  pp. 

RUSSIAN,  per,  Terapevticheskiy  Arkhiv, 

Vol  XXXI,  No  8,  1959,  PP  12-17. 

Results  of  Investigations  of  Diseases  With 
a  Natural  Focalization,  by  S.  P.  Karpov. 
RUSSIAN,  per,  Trudy  Nauchno-Issledovatel '- 
skii  Inst,  No  9,  1958,  pp  5-14.  9043739 

Further  Observations  of  the  Importance  of 
Wild  Birds  as  Hosts  of  Ixodes  Ticks  in 
Tomsk  Focus  of  Tick- Borne  Encephalitis,  by 
Yu.  V.  Fedorov. 

RUSSIAN,  per,  Trudy  Nauchno-Issledovatel 
skii  Inst,  No  9,  1958,  pp  23-26.  904-3740“ 
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Hole  of  Omithofauna  in  Natural  Focaliza- 
tion  of  Tick-Borne  Encephalitis,  by  Xu.  V. 
Fedorov. 

RUSSIAN,  per,  Trudy  Bauchno-Issledovatel'- 
skil  Inst,  No  9,  1958,  PP  27-32.  90437*1 

About  Two-Wave  Tick-Borne  Encephalitis,  by 
I.  A.  Minkevich,  A.  M.  Tselishchev. 

RUSSIAN,  per,  Trudy  Nauchno-Iasledovatel'- 
akli  Inst,  No  9,  1956,  PP  53-&1.  90*3742 

The  Tasks  of  Medical  Science  in  the  Light 
of  the  Decisions  Reached  at  the  EXT  Congress 
of  the  CPSO,  by  V.  V.  Paris,  ly  pp. 

RUSSIAN,  per.  Vest  Ak  Med.  Hauk  SSSR,  Vol  XIV, 
No  8,  1959,  PP  7-19. 

Basic  Trends  of  Scientific  Research  in  the 
Field  of  General  and  Public  Hygiene  During 
the  Period  1959-1965,  by  N.  N.  Litvinov, 

11  pp. 

RUSSIAN,  per.  Vest  Ak  Med  Nauk  SSSR,  Vol  XIV, 
No  8,  1959,  PP~~32-3S. 

The  Work  of  the  Bureau  of  the  Department  of 
Medico-Biological  Sciences  of  the  Academy 
of  Medical  Sciences  USSR  for  Two  Years  (May 
1957  to  May  1959),  by  S.  Ye.  Karandayev, 

9  PP* 

RUSSIAN,  per,  Vest  Ak  Mad  Nauk  SSSR,  No  9, 
1959,  pp  64-69. 

Discussion  on  Cybernetic  Problems,  (DCta31^2). 
RUSSIAN,  per.  Vest  Ak  Nauk  Kazafchskoy  SSR, 

No  6,  Alma-Ata,  1959,  pp  99-103. 

Use  of  Antibiotics  in  the  Combating  of  the 
Parthetria  Dispar  Moth,  by  A.  G.  Knchayeva. 
RUSSIAN,  per.  Vest  Sel'skokhoz  Nauk,  No  7, 
1959,  PP 
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Experiment  With  smai  1  Doses  of  Radioactive 
Irradiation  in  the  Incubation  of  Chicks,  by 
A.  I.  Kalashnikov. 

RUSSIAN,  per.  Vest  Scl'skokho*  Beak.  Ho  8, 

1959,  PP  47-50. 

Achievements  and  New  Tasks  of  Artificial 
Insemination  of  Farm  Animals,  by  V.  K. 
Milovanov . 

RUSSIAN,  per.  Vest  Sel'skokhoz  Hauk,  Ho  9, 
1959,  PP  92-99. 

Briefly  What  We  Came  to  Knov  About  Veterinary 
Medicine  of  the  USA,  by  A.  A.  Boyko. 

RUSSIAN,  per,  Veterinariya,  Vol  XXXVI,  No  7, 
1959,  PP  7^-83.  9043749 

Main  Stages  in  the  Development  Studies  of 
Glanders,  by  Ya.  E.  Kolyakov. 

RUSSIAN,  per,  Veterinariya,  Vol  XXXVI,  No  7, 
1959,  PP  84-66.  9043755 

Eradication  of  Glanders  in  the  USSR  Is  an 
Outstanding  Achievement  of  Soviet  Epizoo- 
tiologists,  by  N.  M.  Nikol'skiy. 

RUSSIAN,  per,  Veterinariya,  Vol  XXXVI,  No  7, 

1959,  pp  89,  90.  9043750 

Paratyphoid  in  Sheep  and  Calves  as  a  Result 
of  Serogenic  Infection,  by  P.  I.  Pritulin. 
RUSSIAN,  per,  Veterinariya,  Vol  XXXVI,  No  9, 
1959,  PP  26,  27. 

Effect  of  Dispersed  Substances  (Dusts)  on 
the  Organism  of  Animals,  by  G.  S.  Nazarov. 
RUSSIAN,  per,  Veterinariya,  Vol  XXXVI,  No  9, 
1959,  P?  54-60. 


Stachyobotryotoxicosis  of  Cattle  and  Its 
Therapy,  by  V.  A.  Fortushnyi,  et  al. 

RUSSIAN,  per,  Veterinariya,  Vol  XXXVI,  No  9, 
1959,  PP  67-70. 
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Reproduction  of  Emotional  Experiences  of  a 

Parachutist  in  hypnosis. 

rossi/ar,  per,  Yogrecy  Psytetologli,  May/jim 

Psychological  Problems  of  Outer  Space 
Flight. 

RUSSIAN,  per,  Voprosy  Psykhologll,  Hay/jun 

1959. 

School  Reform  and  the  Tasks  of  Psychology, 
by  A.  N.  Leont'yev,  P.  Ya.  Gal'perin,  0.  B. 
El’konin,  28  pp. 

RUSSIAN,  per,  Voprosy  PBlkhologli,  Yol  V, 

No  1,  1959,  PP  3-22. 

The  Psychological  Study  of  Industrial  Opera¬ 
tions,  by  D.  A.  Oshsnin,  17  pp. 

RUSSIAN,  per,  Voprosy  Peikhologli,  Vol  V, 

No  1,  1959.  pp  4-75. 

"Reasoning"  Automats  and  the  Higher  Brain 
Functions,  by  B.  Kh.  Gurevich,  20  pp. 

RUSSIAN,  per,  jprosy  Psikhologii,  Vol  V, 

No  4,  1959,  PP'3-15. 

Method  of  Preservation  of  Virus-Containing 
Material,  by  V.  M.  Bolotovs kiy. 

RUSSIAN,  per,  Voprosy  Virusologji,  Vol  IV, 

No  2,  1959,  PP  237,  238. 

Method  of  Collecting  the  Grippe  ViruB  in  a 
Drip  Phase  of  Aerosol.  Report  I.  Effec¬ 
tiveness  of  Collecting  the  Grippe  Virus  by 
the  Apparatus  of  D'Yakonov  and  the  Soluble 
Filters,  Made  of  Gelatinous  Foam,  by  S.  Ya. 
Gaidamovich,  V.  V.  Vlodavets,  V.  P.  Obu¬ 
khova. 

RUSSIAN,  per,  Voprosy  Virusologji,  Ho  4,  195$ 
pp  396-400.  9043747 

Method  of  Detecting  Ornithosis  Virus  in  a 
Drop  Phase,  by  V.  M.  Bolotovs kiy. 

RUSSIAN,  per,  Voprosy  Virusologji,  No  4,  1959 
pp  505-508.  90^3748 
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Medical  Control  of  Training  Catapulting, 
by  8.  A.  Gozulov,  6  pp. 

RUSSIA!,  per,  Voyaono- Mad  Zhur,  So  5,  1959, 

PP  23-29- 

Some  Aero  medical  Problems  Abroad,  by  N.  A. 
Agadzhanyan,  5  pp. 

RUSSIAN,  per,  Voycnno-Mcd  Zhur,  No  5,  1959 > 

PP  36-38. 

The  Effectiveness  of  Hygienic  Lavage  as  a 
Method  af  Disinfecting  the  Skin  Surface, 
by  V.  D.  Belyakov,  K.  G.  Ivanov,  A.  A. 

Il'chenko,  4  pp, 

RUSSIAN,  per,  Voyenno-Med  Zhur,  No  5,  1959, 

PP  73-75. 

An  Experimental  Study  of  the  Bacterial  Con¬ 
tamination  of  the  Air  in  Closed-Type  Living 
Quarters,  by  0.  A.  Lastkov,  4  pp. 

RUSSIAN,  per,  Voyenno-Med  Zhur,  No  5,  1959, 

PP  75-77- 

New  Books  —  Military  Physicians  in  World 
War  II  in  the  Works  of  Soviet  Literature, 

3  PP. 

RUSSIAN,  per,  Voyenno-Mer  Zhur,  No  5,  1959, 

P  96. 

Lessons  From  History  Cannot  Be  Forgotten, 
by  V.  I.  Afafonov. 

RUSSIAN,  per,  Voyenno-Med  Zhur,  No  7,  1959, 

PP  80-83.  9043755 

The  Great  Medical  Encyclopaedia  —  A  Valuable 
Manual  for  Military  Physicians,  by  I.  P. 
Lidov,  V.  V.  Meshkov,  G.  A.  Stepans kiy,  12  pp. 
RUSSIAN,  per,  Voyenno-Med  Zhur,  No  7,  1959, 
pp  83-90. 

Antiepidemic  and  Hygienic  Work  in  the  Soviet 
Army  and  Navy,  7  pp. 

RUSSIAN,  per,  Voyenno-Med  Zhur,  No  8,  1959, 

PP  7-10. 
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Experiment  of  Hub  Aerogenic  Vaccination  of 
People  Against  Anthrax,  by  H+-  I*  Aleksandrov, 
N.  K.  Gefen,  H.  S.  Garin,  K.  G.  Gapoehko,  V. 
M.  Sergeyev,  M.  S.  Smirnov,  A.  L.  Taaarin. 
RUSSIAN,  per,  Voyenno-Med  Zhur,  No  8,  1959, 

PP  27-32.  90437W 

Mechanisms  of  the  Development  of  Nutritional 
Functions  During  the  Xntra*Sbe£lBV fffiSftrnl 
Following  Birth,  toy  I.  A.  Arshavskiy,  18  pp. 
RUSSIAN,  per,  Zhur  Obshch  Biol,  Vcl  XX,  No  2, 
1959,  pp  104-1157  / 

y 

Diagnosis  of  Plasma,  toy  S.  Lukyanov. 

RUSSIAN,  per,  Znaniye-Sila,  No  6,  1959,  PP  32- 

36. 


Child's  Face  and  the  Beliefs  of  Same  Gas  Masks 
for  Children  (part  1),  by  Mudr  Karel  Hora,  20  pp. 
CZECH,  per,  Vojenske  Zdravotnicke  Listy,  Vol 
XIII,  No  3/4,  1937“,  pp  119-135.  6505^*0 

Transfusions  and  Graftings  of  Homologous  Bone 
Marrow  in  Humans  Who  Have  Been  Accidentally 
Irradiated  With  High  Dosages  (of  X-Rays),  toy 
G.  Mathe,  H.  J'ammet. 

FRENCH,  per.  Revue  Francaise  d1 Etudes  CliniqueB 
et  Blologlques ,  Vol  IV,  No  3,  1959,  PP  226-238. 

The  Bases  and  Tasks  of  Technically  Applied 
Military  Medicine,  toy  Heinz  von  Diringshofen, 

13  pp. 

GERMAN,  rpt,  1959* 

The  Effect  on  Drivers  of  Small  Quantities  of 
Alcohol  With  Special  Reference  to  Types  of 
Constitution,  by  H.  P.  K.  Zschiesche. 

GERMAN,  thesis.  Submitted  to  Ludwig-M&ximilian 
University,  Munich,  1952,  57  pp. 
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The  Tasks  of  the  Physician  in  Warding  Off 
Epidemic  Disease,  by  Von  Si.  Kina,  9  PP* 
5ERMAR,  per,  Das  Deutsche  Oegandheitswegcn , 

Vcl  XIV,  No  35,  19597  PP  1638-1642. 

The  Effect  on  "  Beings  of  Mechanical 
Vibration  in  Power-Driven  Vehicles,  by 
D.  Dieekmann. 

GERMAN,  per,  VDI  Berichte,  Vol  XXVII,  1957, 

PP  27-34. 

Pergonal  Protective  Equipment  for  Respiratory 
Organs  -  Systematization,  29  pp.  (ID  2099042). 
POLISH,  per,  Ochrona  Pracy,  No  7,  1950,  PP  13- 
28. 

Achievements  of  the  Institute  of  Animal  Pa¬ 
thology  and  Hygiene  During  the  First  Decade 
of  Scientific  Acting,  (DC-3143). 

RUMANIAN,  per.  Problems  Zootehnice  si  Veteri¬ 
nary,  No  8,  1959,  PP  19-25  > 

Development  and  Achievements  of  the  Pasteur 
Institute  for  Production  of  Serum  and  Vaccines 
Following  the  Liberation  of  Our  Country, 
(DC-3143). 

RUMANIAN,  per.  Problems  Zootehnice  si  Veteri- 
nare.  No  8,  1959,  PP  25-30. 
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Mechanical  Working  of  Hardened  Steel a,  by 
1*  M.  fternitskiy. 

RUSSIAN,  bk,  Mekhanlcheskaya  Obrabotka 
PAkalermykh  Statey,  Moscow/ Le*<ngr>^. 1958, 

39b  pp7 

Penetration  of  an  Axially  Symmetrical  Punch 
Into  an  Inccsqpressible  Plaatic  Body,  by  A.  A. 
Il'yushin,  6  pp. 

RUSSIAN,  bk,  Plaatichnost,  Chap  VI,  1948, 

PP  339-344. 

Hie  Use  of  Vacuum  in  Metallurgy,  241  pp. 

RUSSIAN,  bk,  Priroenenlye  Vakuuma  v  Metal - 
lurglyl ,  Moscow,  195>tt,  167  PP* 

Some  Theoretical  Questions  About  Vacuum 
Metallurgy,  by  D.  S.  Kamenetskaya. 

RUSSIAN,  bk,  Prlmenenye  Vakuuma  v  Metal- 
lurgiyi,  Mobcov^,1958,  pp  49-53- 

On  the  Technology  of  Vacuum  Melting  of  Metals 
and  Alloys.  Practical  Use  of  Vacuum  Fum~.ce 
f  vr  Refractory  Metals,  by  A.  V.  Rnyashev. 

RUSSIAN,  bk,  Prlmenenye  Vakuuma  v  Metal  lurgiyl , 
Moscow,  1958,  pp  54-Mn 

Production  of  Compact  Carbon-Free  Ferrochrcmium 
and  Metallic  Manganese  by  Vacuum  Treatment,  by 
S.  L.  Khitrik,  et  al. 

RUSSIAN,  bk,  Prlmenenye  Vakuuma  y  Metallurglyl, 
Moscow,  1958,  pp  112-122. 

Study  of  Microstructure  and  Fhysicomechanical 
Properties  of  Rare  Earth  Metals  and  Their 
Alloys,  by  Ye.  M.  Savitskiy,  (OC-3190). 

RUSSIAN,  bk,  Redkozemel'nyye  Elementy,  pp  300-306* 

The  Selection  of  Surface  Active  Agents  for 
Improving  the  Adhesion  of  Bitumen  to  Mineral 
Aggregates,  by  A.  S.  Kolbanovskaya. 

RUSSIAN,  per,  Avtom  Dorogi,  Vol  XXI,  No  7, 

1958,  pp  14,  15. 
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Hov  to  Determine  the  Composition  and  Viscosity 
of  Bitumen  and  Tar  by  Nomograms,  by  V.  0.  . 

Gel'aer. 

RUSSIAN,  per,  Avtom  Dorogl,  Vol  XXI,  No  7> 

1958,  pp  22-24. 

Brittle  Fracture  of  Low-Alloy  Weld  Metal,  by 
B.  S  Kasatkin. 

RUSSIAN,  per,  Avtom  Svarka,  No  11,  1958, 
pp  71-30 . 

The  Physical  Meaning  of  the  Concepts  Critical 
Region  and  Critical  Point  and  Their  Experi¬ 
mental  Determination,  by  V.  K.  Semenchenko . 
RUSSIAN,  per,  Dok  Ak  Nauk  5SSR,  Vol  LXXXVII, 

No  3,  1952,  pp  441-443. 

Experimental  Verification  of  Certain  Theories 
of  Creep,  by  A.  M.  Zhukov,  Y.  N.  Rabotnov, 

F.  S.  Churikov. 

RUSSIAN,  per,  Inzhenernyi  Sbomlk,  Vol  XVII, 
1953,  PP  163-170. 

Effect  of  Aluminum,  Silicon,  and  Chromium  on 
Primary  Structure  of  Low-Carbon  Steel,  by 
0.  D.  Moldavakiy,  A.  P.  Pronov. 

RUSSIAN,  per.  Iz  Ak  Nauk  SSSR,  Otdel  Tekh 
Nauk,  Met  i  Topllva,  No  2,  1959,  BP  40-42. 

Effect  of  Molybdenum,  Chromium,  and  Aluminum 
on  [Transverse]  Strength  of  Hard  Metals 
Bonded  With  Nickel  or  Cobalt,  by  A.  I.  Baranov, 
et  al. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Otdel  Tekh 
Nauk,  Met  i  Topliva,  No  2,  1959,  PP  43-47- 

Magnetic  Characteristics  of  Sinter  as  Function 
cf  Its  Ferrous  Oxide  Content,  by  N.  A.  Gladkov, 
et  al. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Otdel  Tekh  Nauk, 
Met  1  Topliva,  No  2,  1959,  pp  66-B9- 
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I 

Spectroanalysis  of  Titajiium  and  Columbium 

la  Tantalum  Metal  Powder,  by  X.  S.  Lomonosova. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Ser  Fiz, 

Vol  XIV,  Ho  5,  LS'50,  pp  692-695 . 

ri1ie  Problem  of  the  Mineralogy  and  Evolution 
of  the  Clays  in  the  Producing  Beds,  Azerbay- 
dzhan,  by  A.  G.  Kousovskaya,  12  pp. 

RUSSIAN,  per,  Iz  Ak  Nauk  SSSR,  Ser  Geolog, 

No  3,  1957- 

Investigation  of  the  Variation  of  Electrical 
Resistance  of  Nickel -Palladium  Alleys  in  a 
Longitudinal  Magnetic  Field,  by  G.  Myalikgalyev. 
RUSSIAN,  per,  Iz  Ak  Nauk  furk-menskoy  SSR, 

Mo  3,  1957,  PP  3-11. 

Rolling  of  Metal  Powders,  by  A.  N.  Nikolayev. 
RUSSIAN,  per,  Iz  Vys*shikh  Uchebnykh  Zavedeniy, 
Chern  Met,  No  2,  195^,  pp  1 13-121 • 

Redistribution  of  Moisture  During  the  Sintering 
of  Iron  Ores,  by  A-  A.  Slgov. 

RUSSIAN,  per,  Iz  Vycnhikh  Uchebnykh  Zavedeniy, 
Chern  Met,  No  3,  1950,  PP  7-12-  " 

Thermodynamics  of  Titanium  Diboride,  by  A.  N. 
Kreotcmiikov,  M.  3.  Vendrikh. 

RUSSIAN,  per,  Iz  Vyashey  Uchebnykh  'davedeniy, 
Tsvet  Metal  1,  rio  2,  1959/  PP  5^- 57-  ~ 

Scientific  Research  Vork  by  the  North  Caucasus 
Institute  of  Mining  and  Metallurgy  in  195$, 
by  V.  V-  .Zhukovetskiy,  (NY-3191). 

RUSSIAN,  per,  Iz  Vyonhlkh  Uchebnykh  ''.avedeniy, 
Tsveo  Me  tall,  l7o  if ,  1999,  PP  152-155. 

Influence  of  Vibrations  on  Metal  Properties, 
by  V-  A.  Serkovskiy. 

RUSSIAN,  per.  Lit  Proiz,  No  3,  1953,  pp  19-21. 

Resistance  of  Car l  Steel  to  Hot  Tearing  and 
Ways  of  Improving  It,  by  N.  3.  Kreshchanovskiy, 
M.  P.  Demin. 

RUSSIAN,  per.  Lit  Proiz,  No  7,  1958,  pp  17-21. 
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Scientific 

Minerals /Metals  (Contd) 

Inclusions  [felack  Spots  ]_  in  Magees ium-Treated 
Cast' Iron  in  a  Ph osphori c-Chroaic  Acid  Elec¬ 
trolyte,  by  L-  P.  Zaitseva. 

RUSSIAN,  per.  Lit  Proiz,  No  5,  1959,  PP  17,  18- 

Change  of  Graphic  in  Cast  Iron  When  Saturated 
With  Magnesium,  by  F.  N.  Tavadze,  M.  A. 

Essen. 

RUSSIAN,  per,  Lit  Proiz,  No  6,  1559,  PP  15-l8. 

Failure  of  High- fempeia  one  [Ni-Base]  Alleys 
Under  Thermal  and  Stress  Cycling,  by  G.  V. 
Kurganov,  Yu.  A.  Sutina. 

RUSSIAN,  per.  Metal  i  Obra  Me  tall ov.  No  10, 
1958,  pp  23-27. 

Contact  Fatigue  of  Medium-Carbon  Steel  Induc¬ 
tion  Hardened,  Instead  of  Carburized,  by  T.  N. 
Nazarova . 

RUSSIAN,  per.  Metal  i  Obra  Metallov,  No  11, 
1958,  pp  57-59- 

Thermomagnetic  Treatment  of  Magnetically 
Soft  Alloys  With  a  Rectangular  Hysteresis 
Loop  in  Vacuum  Furnaces,  by  0.  M.  Al’tgauzen, 
et  al. 

RUSSIAN,  per,  Metal  1  Obra  Metallov,  No  11, 
1958,  pp  60-62. 

Mechanical  Properties  of  Tool  Steels,  by  Ya. 

B.  Fridman,  V.  P.  Konoplenko . 

RUSSIAN,  per.  Metal  i  Obra  Metallov,  No  12, 

1958,  pp  2-9. 

Spheroidization  of  Graphite  in  Malleable  Iron, 
by  0.  M.  Galemina. 

RUSSIAN,  per,  Nauch  Dok  Vyssh  Shkol  Met,  No  1, 

1959,  PP  1 68,  T^T. 

Iberapeutic  Steel,  by  Mark  Popovskiy. 

RUSSIAN,  per,  Nauka  1  Ztaizn,  No  4,  1959, 

pp  17-21. 
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Anthracite  as  a  Material  for  Carbon  Tharac*- 
abara*,  by  XU.  V.  Sharvin. 

RUSSIAN,  per,  Pribory  1  Tfekh  SSper,  So  1, 
1959,  PP  147,  irar"1 - 

Standardization  and  Classification  of  Pre¬ 
cision  Alloys,  by  D.  A.  Saolyarenko,  A.  S. 
Kaplan,  (DC-3144). 

RUSSIA!?,  per,  Standartizatsjya,  No  3,  Moscow, 
1959,  PP  3-18- 

Irreversible  Potentials  and  Corrosion  Resist¬ 
ance  Metals,  by  A.  Ya.  Shatalov. 

RUSSIAN,  per,  Trudy  Inst  Plz  Khia  Ak  Hank 
SSSR,  No  5,  1955,  PP  237-266 ^ 

Conditions  for  the  Industrial  Development  of 
Bauxite  Ore  Varieties  of  the  Bokson  Ore  De¬ 
posits,  by  0.  A.  Ustinova. 

RUSSIAN,  per,  Trudy  Vostochno-Stblrskogo 
Flllala,  Ak  Nauk  SSSR,  Moscow,  Vol  I,  No  12, 
1958,  "pp  65-7CK 

How  the  Nature  of  Diaspore  in  the  Bauxite  Ores 
Determines  the  Grade  of  Its  Extraction  by 
Leaching,  by  V.  A.  Bernstein,  E.  A.  Matsenok. 
RUSSIAN,  per,  Tsvetnye  Metally,  No  3,  Moscow, 

1958,  pp  55-60. 

Production  of  Lead  In  the  Lead-Zinc  Plant  at 
Kurdzhali,  by  N.  Kunchev,  Ya.  Yaachev,  G. 
Kharalampyev,  G,  Georgyev,  (NY-3245). 

RUSSIAN,  per,  Tsvetnye  Metally,  No  10,  Moscow, 

1959,  PP  25-34. 

Photograms  of  Diamond  Crystals  Etched  in 
Kimberlite  Melt,  by  V.  V.  Nardov. 

RUSSIAN,  per,  Zaplski  Vses  Mineral  Obshch, 

Vol  LXXXVII,  No  5,  1958,  pp  612-614. 

On  the  Third  Period  of  Relaxation  of  Stress 
in  Metals,  by  V.  Z.  Tseitlin. 

RUSSIAN,  per,  Zavod  Lab,  Vol  XXII,  No  7, 

1946,  pp  8^5-849 . 
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Minerals/Me tal3  (Contd) 

Relationship  Between  Hydrogen  Orcrtaatagp* 
on  Alloys  sad  Their  Int  erat  stances, 

by  N.  S.  Fedorovs. 

RUSSIAN,  per,  Zfcur  Flz  Khim,  VoJ,  mil,  No  3, 

1956,  pp  506-511. 

Zinc  Telluride,  a  Semiconducting  Compound,  by 
Jar  emir  Horak,  H.  Machovec,  F.  Kosek . 

CZECH,  per,  Czech  Journal  Fhyslca,  Vol  VTI, 

No  4,  1957,  pp  468-475- 

Electrolytic  Extraction  of  Nonmetal  lie  Inclu¬ 
sions  From  Steels  by  a  Modified  Klinger-Koch 
Method,  by  L.  Brhacek,  et  al. 

CZECH,  per,  Hutnlcke  Li sty,  Vol  XIV,  No  1, 

1959,  PP  54,  55. 

A  Contribution  to  the  Heat-Treatment  of 
Austenitic  Manganese  Steels,  by  P.  Fremont, 

A.  Lorenc. 

CZEKH,  per,  Slevarenstvi.  Aug  1959,  pp  309- 316 . 

The  Relations  of  Iron- Titanium  Ores  of  Igneous 
Rocks,  by  Paul  Ramdohr. 

FINNISH,  per.  Bull  Comm  Geol  Flnlande,  No  173, 
1956.  :  ' 

Differential  Flotation  of  the  Calcite  and  of 
the  Phosphate  of  Lime  in  the  Phosphate  Ores 
of  North  Africa,  by  R.  Miche. 

FRENCH,  per.  Revue  de  1 'Industrie  Mlnerale , 

Vol  XXXV,  No  606,  1934,  pp  228-239- 

Relations  Between.  Brittleness  at  High  and 
Low  Temperatures  in  18-8  T>pe  Austenitic 
Steels,  by  A.  Gueussier,  R.  Castro. 

FRENCH,  per,  Rev  Met,  No  2,  1958,  pp  107-122. 

The  Relation  Between  the  Distance  of  an  In¬ 
clusion  From  the  Surface  and  Its  Effect  on 
Fatigue  Cracking,  by  H.  de  Leiris,  E.  Frappier. 
FRENCH,  per,  Rev  Met,  No  1,  1959,  PP  H-24. 
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Scientific 

Mineral 3 /Metals  (Contd) 

Study  of  the  Segregation  of  Arsenld  and  Copper 
by  the  Aato-Radloggaphlc  iwrfnrty*  and.  C>aaati- 
tative  Examination  With  the  Caataing  Micro  tetter, 
by  C.  Crueeard. 

FRENCH,  per.  Rev  Met,  Apr  1959,  pp  395-406. 

Procedure  for  the  Electric  Arc  Melting  of 
Metals. 

FRENCH,  Patent  No  1,164,393,  1958. 

Decrease  in  Wuestite  at  Temperature  Below 
570°  in  Presence  of  Iron,  by  V.  A.  Fischer, 
et  al. 

GERMAN,  per.  Arch  Eisenhuettenwesen,  Aug 

1956,  pp  521-529. 

Study  of  Iron  Ores  During  Sintering,  by  V. 
vor  dem  Esche,  0.  Steinhaner . 

GERMAN,  per.  Arch  Eisenhuettewesen,  No  4, 

1959,  PP  187-198- 

The  Oxidation  of  Iron-Molybdenum  Alloys  in 
Air  at  Elevated  Temperatures,  by  A.  Rahmel, 
et  al. 

GERMAN,  per.  Arch  Eisenhuettewesen,  Jim  1959, 

PP  351-360. 

Technical  and  Mechanical  Properties  of  Dif¬ 
ferently  Deoxidized  Basic  Converter  Steels, 
by  R.  Rosegger. 

GERMAN,  per,  Berg-  u  Huettenmann  Monatsh, 

Sep  1958,  pp  163-175. 

Ferroalloys,  by  W.  P.  El  jut  in,  J.  A.  Pavlov, 

B.  E.  Levin. 

GERMAN,  per.  Die  Elektramctallurgle ,  VEB 
Verlag,  Berlin,  1953,  PP  372-37^7 

Patterns  of  Oxide  Skins  on  Liquid  Cast  Iron, 
by  S.  Madono. 

GERMAN,  per,  Glesserei,  Vol  XLIV,  No  24, 

1957,  pp  714-w: 
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Reactivity  of  Various  Cakes,  JJy  W.  Kuntsdber, 
et  al» 

GERMAN,  per,  Neue  Huette,  Oct  1955 ,  PP  6-I0, 

Ways  of  Avoiding  the  Formation  of  Flakes  in 
Steel,  by  W.  Kuentscher,  K.  Werner. 

GERMAN,  per,  Neue  Huette,  Vol  II,  No  5,  1957, 
pp  200-285* 

Properties  of  Alumina-Silica  Submerged  Are 
Fluxes,  by  W.  M.  Conn. 

GERMAN,  per,  Schveissen  u  Schneiden,  May 

1958,  pp  17^-IHTT  . 

Properties  of  Vacuum -Treated  Steels,  by  C.  H. 
Pottgiesser,  A.  Wicher,  E.  Klein.  .  . 

GERMAN,  per,  Stahl  u  Ejsen,  Vol  LXXDC,  No  8, 

1959,  pp  468-472! 

Viscous  Behaviour  of  Synthetic  Slags  in  De¬ 
pendence  on  Their  Composition  and  Temperature, 
by  E.  E.  Hofmann. 

GERMAN,  per,  Stahl  u  Risen,  11  Jun  1959, 
pp  846-854 . 

Use  of  Fluid-Bed  Process  With  Hydrogen-  and 
Carbon  Monoxide-Containing  Gases  tor  the 
Reduction  of  Iron  Ores,  by  J.  Willems,  G. 

Quade. 

GERMAN,  per,  Stahl  u  Bisen,  Vol  UHX,  No  15, 
1959,  PP  1058-1064. 

Digest  Sampling  and  Determination  of  Hydrogen 
in  Steel,  by  A.  Stetter. 

GERMAN,  per,  Stahl  u  Elsen,  23  dul  1959, 
pp  1087-1090. 

Briquetting  of  Iron  Or  j  <•'  Lth  Addition  of  Basic 
Fluxes,  by  W.  ?eters*n,  S.  Wavroschek. 

GERMAN,  per,  Stahl  u  Ejsen,  No  19,  1959, 

PP  1334-1344. 
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^lgh  Temperature  12^- Chromium  Cut  Steel,  toy 
R.  Schian. 

GERMAN,  per,  fereinigung  Grosshesselbealtaer,  - 
Mitt,  Dec  195S,  pp  397-S06. 

Cold  Extrusion  of  Steel,  toy  H.  Eberspracher. 
GERMAN,  per,  Werkstatt  n  Betrlcto,  Ho  10,  1958, 

pp  605-608. 

Determination  of  the  Volume  of  a  Molten  Metal 
Bath  In  the  Arc  Furnace  When  Melting  Titanium, 
toy  Alexei  Novikov,  Robert  Brenner. 

GERMAN,  per,  2  fuer  Metallkuade,  Vol  uXJLX, 

No  k,  1958,  pp  199-201. 

Method  of  Casting  High  Melting-Point  Metal, 
e.g..  Iron,  Nickel,  Alloys,  and  the  Like, 
Around  Drawing  Dies,  the  Die  Being  Held  in 
Place  Between  Metallic  Holders  and  Holder 
Tubes  Arranged  in  the  Axial  Direction 
Thereof,  by  Richard  Krause,  6  pp. 

GERMAN,  Patent  No  259,929- 

Use  of  Chrome-Magnesite  Bricks  in  Combination 
With  Prefabricated  Dolomite  Blocks,  toy  E. 
Plettinger,  F-  Plcclnelli. 

ITALIAN,  per,  Attl  Notlzle,  No  1,  1959, 
pp  17-19. 

Intercrystalline  Corrosion  of  Austenitic 
Stainless  Steels,  by  L.  Clerbois. 

ITALIAN,  per,  Electrochlmlca  Acta,  Apr  1959, 
pp  70-81. 

Hydrodynamics  of  Molten  Steel  at  Teeming  or 
Tapping,  II,  by  Y.  Koike. 

JAPANESE,  per,  Tetsu  to  Hagane,  Mar  1958, 

pp  260-262. 

Stress  Corrosion,  by  S.  Berg. 

NORWEGIAN,  per,  Tekniak  Ukeblad,  10  Apr  1958, 
PP  323-331. 
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T:ot  Torsion  Test  for  Determining  the  Forge¬ 
ability  of  Steel,  by  0.  Vail quiet,  J.  C. 
Carlen. 

9V2DISH,  per,  JenJcont  Anoaler,  Ho  1,  1959, 
jrr  1-26. 

On  the  Problem  of  Determining  the  Distribution 
by  Concentration  for  All ora  of  Heterogeneous 
Metal  Powders,  by  0.  I.  Raychenko,  19  pp* 
UKRAINIAN,  per,  Herein  Pit  Zhur,  Vol  III, 

Ho  3,  1956,  pp  *05317! 

History  and  Geology  of  the  Metallic  Ore 
Deposits  of  Peru,  by  Jorge  A.  Broggi . 

UNKNOWN,  Washington?,  195*. 
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Scientific 
Nuclear  Fhyajjcs 

Scintillating  Lithium-Silicate  Glasses  for 
Detection  of  Slow  Neutrons,  by  V.  I. 
Voitowrtakly,  M.  S.  Tolnachev*.. 

RUSSIAN,  per.  Atom  Bp  erg,  Vol  71,  No  h, 

1959,  pp  k72-kW- 

High  Energy  Neutron  Dosimeter,  by  P.  S 
Baranov,  V.  I.  Gol'danskiy,  7.  S.  Roganov; 

8  pp.  ' 

RUSSIAN,  per,  Prlbory  1  Tekh  &sper,  No  6, 
1957,  pp  45 -49?  9042950 

Voronezh  Atomic  Power  Plant. 

RUSSIAN,  np,  Proa-Bkon  Gazeta,  Moscow, 

23  Aug  1959,  $~T- 

Carry  Out  of  Salts  by  Steam  With  Radioactive 
Isotope  Procedures,  by  A.  A.  Andreyevskiy, 

Yu.  V.  Zenkevich. 

RUSSIAN,  per,  Teploenergetica,  Vol  II,  No  9, 
1955,  pp  37-42- 

Thermonuclear  Reactions  as  a  New  Source  of 
Energy,  by  A.  Kroms,  18  pp. 

FRENCH,  per,  Bull  de  1 'Assoc  Suisse  des 
Electriciens,  Vol  XL VII I,  1957,  PP  273-282. 
9043233 

On  the  Determination  of  the  Ground  State  of 
a  System  of  Particles,  by  C.  Bloch,  C. 
de  Dominicis . 

FRENCH,  per.  Nuclear  Physics,  Vol  VII,  1958, 
pp  451-458 . 

An  Expansion  of  the  Gibbs  Potential  of  a 
Quantum  System  Composed  of  a  large  Number 
of  Particles,  by  C.  Bloch,  Jules  Horowitz. 
FRENCH,  per.  Nuclear  Physics,  Vol  VII,  1958, 
pp  459-479. 

On  the  Determination  of  the  First  States  of 
a  System  of  Fermions  in  the  Degenerate  Case, 
by  C.  Bloch,  Jules  Horowitz. 

FRENCH,  per,  Nuclear  Physics,  Vol  VIII,  195°, 

pp  91-IO5. 


Navy  2362/NHL  752 

ACSIL  1074 

Navy  2344/ONI  613 

♦ABC 


ACSIL  1014 


♦ABC 


♦ABC 


♦ABC 


-  164  - 


Scientific 

Nuclear  Riyalcs  (Contd) 

An  Expansion  of  the  Gibbs  Potential  of  a 
Quantum  System  Composed  of  a  Lars*  ftofeer 
of  Particles,  II,  by  C.  Bloch,  C. 
de  Dctninicis . 

FRENCH,  per.  Nuclear  _Ph  ’.sics ,  Vol  X,  1959, 
pp  I8I-196. 

An  Expansion  of  the  Gibbs  Potential  of  a 
Quantum  System  Composed  of  a  Large  Number 
of  Particles,  III,  by  C.  Bloch,  C. 
de  Domlnlcis. 

FRENCH,  par.  Nuclear  ihyslcs,  Vol  X,  1959, 
PP  509-526. 

Theory  of  Heavy  Atomic  Nuclei,  II,  by  E. 
Bagge. 

GERMAN,  per,  Annalen  Physlfc,  Vol  XXXIII, 

No  5,  1938,  pp  309-403. 

Fission  Neutrons  and  Capture  Neutrons,  by 
G.  Q.  Wien. 

GERMAN,  per,  Atompraxls,  Vol  III,  No  7, 
1959,  PP  258,  259- 

Mechanism  of  Fluidization  in  Solid-Gas 
Systems,  by  S.  Bracale,  A.  Cabella. 
ITALIAN,  per.  La  Ricera  Sclentlflca, 

Vol  XXVII,  No  5,  1957,  EP  ll*4fcJ-li*55. 

Resonance  Absorption  in  Heterogeneous  Sys¬ 
tems,  by  G.  Memnert. 

POLISH,  per,  Nukleonlk,  Vol  I,  No  2,  1958, 

pp  18-57 • 
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Scientific 

Physics 

Method  of  Qualitative  X-ray  Spectral ' 

Analysis^  by  E.  E.  Vainshtein.  ‘  " 

RUSSIAN,  bk,  Moscow,  1956. 

Optic  in  Installations  for  the  Utili¬ 
zation  of  Solar  Energy,  by  V.  B. 

Veynberg. 

RUSSIAN,  bk. 

Applied  Magnetic  Hydrodynamics,  139  pp. 

RUSSIAN,  bk,  Prlkladnaya  Magaitogidro- 
dinamika,  195&,  .13?-  PP- 

.  5r*  .  V  ' 

Thermophyaical  Properties  of  Substances, 

475  pp. 

RUSSIAN,  bk,  Teplof izicheskiye  Svoystva 
Veshchestv,  Moscow,  1956,  3&8  PP • 

Stability  of  Motion,  by  N.  G-  Chetayev,  212  pp. 
RUSSIAN,  bk,  Ustoychivost’  Dvizheniya,  1955. 
207pp. 

Problems  of  Physics  of  Metals  and  Metallo¬ 
graphy. 

RUSSIAN,  bk,  Voprosy  Fiziki  Metallov  i 
Metallovedeniya ,  Kiev,  1959,  PP  27-35; 

82-Btt;  59-97;  120-132;  178- 18k. 

Problems  of  Powder  Metallurgy  and  the 
Strength  of  Materials,  270  pp. 

RUSSIAN,  bk,  Voprosy  Poroshkovoy  Metal- 
lurgii  i  Prochnosti  Materlalov,  1958, 

276  pp. 

Errors  of  the  Optical  Center  and  Distortion 
in  the  Interpolation  Method  Used  for  the 
Exact  Processing  of  Photographs  of  Artificial 
Earth  Satellites. 

RUSSIAN,  per,  Byul  Stantaiy  Opticheskogo 
Nablyudeniya  Iskusstyennykh  Sputnikov  Zemli, 

No  3,  1959,  PP  6-10. 


Dept  of  Interior 
■wr,  E5T,  W T48 

♦ACSI,  H-U787 

ATIC  F-TS-9981/V 

ATIC  F-TS-9537/V 

ATIC  F-TS-9500/V 

♦ATIC  MCL- 452/m 

ATIC  F-TS-9972/V 

♦AID 


:  166  - 


Scientific 
Physics  (Contd) 

Errors  of  the  Optical  Center  and  Distortion 
in  the  Interpolation  Method  Used  for  the  : 

Exact  Processing  of  Photograph*  of  Artificial 
Earth  Satellites. 

RUSSIAN,  per,  Byul  St.antsiy  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Sputnikov  Zemii, 

Ho  \  1959,  PP  1-5. 

Reduction  of  Photographic  Observations  to 
Astronomical  Time. 

RUSSIAN,  per,  Byul  Stantsly  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Botnikov  Zemll, 

No  4,  1959,  P  12.  .  ■  ~~ 

The  Role  of  Inert  Salts  in  Safety  Explosives, 
by  A.  I.  Golbinder,  4  pp. 

RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  LIX,  No  2, 
30  Nov  1947,  pp  261-263.  55-9549 

In  the  Connection  Between  the  Linear  Dynamic 
System  and  the  Differential  Equation  in  Banach 
Space,  by  F.  A.  Sholovich,  9  PP- 
RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  CXX,  No  1, 

1958,  pp  43-46. “650547 

Solvability  of  Nonstationary  Magnetohydro¬ 
dynamic  Problems,  by  0.  A.  Ladyzhenskaya ,  V.  A. 
Solonnikov,  4  pp. 

RUSSIAN,  per,  Dok  Ak  Nauk  SSSR,  Vol  CXXIV,  No  1, 

1959,  PP  26-28. 

Measuring  the  Value  of  the  Proton  Gyromagnetic 
Ratio  in  a  Weak  Magnetic  Field,  by  B.  M.  Yanov- 
skiy,  H.  V.  Students ov,  T.  N.  Tikhomirova,  6  pp. 
RUSSIAN,  per,  Izmeritel  Tekh,  No  2,  1959, 

PP  39,  40. 

On  Problem  of  Equivalency  of  Effect  of  Velocity 
and  Temperature  of  Deformation  on  process  of 
Plastic  Strain,,  by  L.  Ye.  Popov. 

RUSSIAN,  per,  la  Vysshykn  Uchebnykh  Zavedeniy, 
Fiz,  no  3,  1958,  pp  91-99-  r 
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Scientific 
Physics  (Contd) 

On  the  Absorption  of  Electromagnetic 
Waves  by  a  Magnetoactive  Plasm,  by 
V.  L.  Ginzburg,  V.  V.  Zhele  iyakov, 

9  pp. 

ROBBIAS,  per,  Iz  Yysshykh  Uchebnykh 
Zavedenity,  HVQ,  Radlofiz,  Ho  2,  1958, 

PP  59-65. 

On  Singularities  of  Quasi-Transverse  Magneto- 
hydrodynamic  Wave  Propagation  in  a  Plasma,  by 
B.  N.  Cershnan,  M.  S.  Kovner,  7  PP* 

RUSSIAH,  per,  Iz  Vysahykh  Uchebnykh  Zavedenity, 

MVO,  Radlofiz,  Vol  I.  Ho  3.  1956.  pp  19-24. 

An  X-Ray  Camera  for  the  Investigation  of  Crystals 
at  Temperatures  Ranging  From  -175°C  to  300°C,  by 
N.  N.  Zhuravlev,  A.  A.  Katnelson. 

RUSSIAN,  per,  Kristallograf iya ,  Vol  III,  So  5, 
1958,  pp  632-63^. 

Heat  Transfer  in  Secondary  Cooling  Zone  of 
Continuous  Casting,  by  A.  D.  Akimenko. 

RUSSIAH,  per,  Hauch  Dok  Vyssh  Shkol  Met,  Ho  2, 
1959* 

Matter  of  the  Near  Future  (Radio-Active  Isotopes  ■ 
Important  Means  for  Automation  and  Mechanization 
of  Industrial  Processes,  3  PP* 

RUSSIAN,  np,  Pravda,  27  Jhl  1959,  P  2. 

Installation  for  Measuring  Temperature  Dependence 
of  Moduli  of  Elasticity  and  Damping  Decrement 
With  Greater  Accuracy,  by  Q*  I.  Katayev,  8  pp. 
RUSSIAN;  per,  Pribory  i  Tekh  Eksper,  Ho  10,  1958, 

pp  1258-1261. 

A  Fortable  Neutron  Dosimeter,  by  Yu.  I.  Gribanov. 
RUSSIAH,  per,  Pribory  i  Tekh  Eksper,  No  1,  1959, 
PP  133,  134. 

The  Effect  of  Pressure  on  the  Wetting  of  Quartz 
by  Water  and  Oil,  by  A.  Yu.  Koshevnik,  M.  M. 
Kusakov,  N.  M.  Lubman,  19  pp. 

RUSSIAN,  per,  Trudy  Heft  Inst,  Ak  Nauk  SSSR, 

Vol  XI,  Oil  Field  Engineering,  1958. 
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Scientific 
Physics  (Contd) 

On  the  Kinetic  Equations  of  th^  Flotation 
Process,  by  I.  1.  Plaice  In,  V.  I.  NlaMsen, 

G.  S.  Berger. 

RUSSIA!*,  per,  Tsvetnye  Metally,  Vol  XX DC, 

No  4,  Moscov,  195&,  pp  22-24.  . 

Some  Possibilities  Of  Using  Polarized  Thermal 
Neutrons  in  Relation  to  the  Nonconservation  of 
Parity  in  £  Decay,  by  F.  L.  Shapiro. 

RUSSIAN,  per,  Uspekh  Flz  Nauk,  Vol  LXV,  1958, 
pp  133-140. 

Shockwave  Boundary  Layer  Interaction  in  the 
Neighborhood  of  the  Leading  Edge  of  a  Flat  Plate 
at  Hypersonic  Speeds  Taking  Radiant  Energy  Into 
Account,  by  G.  A.  Kulonen,  l8  pp. 

RUSSIAN,  per,  Vest  Leningrad  U  Ser  Math,  Mekh, 
Astron  Ser  7.  No  3,...  195&7  PP  172-l88. 

Rolling  a  Thin  Sheet,  by  U.  S.  Arutunov,  10  pp. 
RUSSIAN,  per.  Vest  Moskov  U,  No  4,  1957, 
pp  17-27. 

The  Approximate  Calculation  of  an  EphemeriB  in 
Unperturbed  Elliptic  Motion,  by  B.  M.  Shchigolev. 
RUSSIAN,  per.  Vest  Moskov  U,  Ser  Matemat,  Mekh, 
Astron,  Piz,  Khim,  No  4,  1958,  pp  45-56-9044045 

On  the  Passivity  of  Iron  in  Hot  Concentrated 
Alkaline  Solutions,  by  A.  M.  Sukhotin,  K.  M. 
Kartashova,  7  pp.  1 

RUSSIAN,  per,  Zhur  Fiz  Khim,  Vol  XXXII,  No  9, 
1958,  pp  2068-2072. 

Investigation  of  the  Absorption  of -Ions  on 
Platinized  Platinum  by  Measuring  the  Adsorption 
Potentials,  by  A.  D.  Obrucheva,  13  pp. 

RUSSIAN,  per,  Zhur  Fiz  Khim,  Vol  XXXII,  No  9, 
1958,  pp  2155-2164. 

The  Cause  of  the  Anticorrosion  Effect  of  Sodium 
Nitrite  on  Iron,  by  N.  A.  Shishakov,  6  pp. 
RUSSIAN,  per,  Zhur  Flz  Khim,  Vol  XXXII,  No  10, 
1958,  pp  2282-228?T! 
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Scientific 
Physics  (Couth) 


Investigations  on  the  Processes  of  Aging  and 
Stabilisation  of  photographic  Layers .  part  I. 
Kinetics  and  Photographic  Emulsion  Layers,  by 
V.  I.  Sheberstov,  6  pp. 

RUSSIAN,  per,  Zhur  Hauch  i  Prik  Fotog  RAP  i 
Kinematog,  Vol  IV,  Ho  2,  1959,  PP  100-105- 

Supersonic  Mercury  Vapour  Jets,  by  Ya.  M- 
Fogel,  G-  A.  Lisochktn,  G.  I-  Stepanova, 

9  PP- 

RUSSIAN,  per,  Zhur  Tekh  Fiz,  Vol  XXV,  1955, 
pp  19th- 1953.  "9bl*295l 

Nonlinear  Equations  for  Creep  and  Relaxation  of 
Materials  in  a  Complexed  Stressed  State,  by 
M.  I.  Rozovskiy. 

RUSSIAN,  per,  Zhur  Tekh  Fiz,  Vol  XXV,  Ho  13, 

1955,  PP  2339-235^ 

Experiment  in  Obtaining  Reaction  Thrust  in 
Laboratory  Model  of  an  Ion  Driver,  by  Yu.  Ya. 
Stavisskiy,  et  al. 

RUSSIAN,  per,  Zhur  Tekh  Fiz,  Vol  XXIX,  No  8, 

1959,  PP  962-9^5: 

Tables  and  Nomogram  for  the  Refraction  Index 
of  Moist  Air  in  the  Very  High  Frequency  Range, 
by  P.  Beckmann. 

CZECH,  per,  Slaboproudy  Obzor,  No  3,  1955, 
pp  13-18- 

Thoracic  Pressure  Symptoms  in  Explosive  Decom¬ 
pression,  by  W.  M.  Porton. 

DUTCH,  per,  Militajre  Geneeskundige  TBchr,  Vol  X, 
Ho  9,  1957,  pp  26U-274. 

High  Temperature  Relaxation  Processes,  by 
Christian  Boulanger,  l6  pp. 

FRENCH 

Elastic  Modulus  and  Internal  Friction  of  Poly- 
gonized  Aluminum,  by  J.  Friedel,  C.  Boulanger, 

C.  Crussard,  2k  pp. 

FRENCH,  rpt,  Constantes  ElastiqueB  et  Frotte- 
ment  Interieur  de  L’ Aluminum  Polygonise. 
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Scientific 
Phys lcs  (Contd) 

Observation  of  Pulsations  in  tbe  Baas  Knitted 
by  a  High  Frequency  Source,  by  I-  Grjebine, 

E.  Moreau,  B.  Olhovsky. 

PhfiWCH,  per,  Jour  de  Physique  et  la  Radium, 

Yol  XIX,  Jan 

On  the  Subject  of  Some  Research  and  Improve¬ 
ment  of  a  High  Frequency  Sources  of  High  Out¬ 
put,  by  J.  Depraz. 

FRENCH,  per.  Journal  de  Physique  et  la  Radium, 
Vol  XIX,  Jan  195#)  pp  #6,  87. 

Resolving  Power  of  a  Photographic  Emulsion,  by 
V.  Blumova,  J.  Hrdlicka. 

FRENCH,  per,  Revue  d* Opt ique,  Theorique  et 
Instrumentale,  No  6,  1957,  pp  261-271. 

The  Velocity  of  Sound  as  Characteristic  Value 
of  the  Quality  of  Cast  Iron,  by  R.  Ziegler, 

R .  Gerstner . 

CLUBMAN,  rpt.  From  24th  International  Foundry 
Congress,  Aug  1957,  PP  133-157. 

Progress  in  Development  of  Oscillation-Dampen¬ 
ing  Material,  by  L,  Bohn,  F.  Lindhardt, 

H.  Oberst. 

GERMAN,  rpt,  25  pp. 


Investigations  of  Arc  Cathodes,  by  p.  Schulz, 
et  al . 

GERMAN,  per,  Appl  Sci  Research, Vol  Vb,  1955, 

pp  210-218. 

Calculation  of  the  Various  Physical  Constants 
of  Heterogeneous  Substances  I.  Dielectric  Con¬ 
stants  and  Conductivities  of  Mixtures  of  Iso¬ 
tropic  Substances,  by  D.A.G.  Bruggeman . 

GERMAN,  per,  Ann  Phys ik,  Vol  XXIV,  No  5,  1935, 
pp  636-66^. 

The  Influence  of  the  Glass  Substances  by  D.A.G* 
Bruggeman. 

GERMAN,  per,  Ann  Physik,  Vol  XXVIII,  No  4,  1955, 
pp  131-136. 
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Scientific 
Physic b  (Contd) 


Methods  of  Evaluation  and  the  Sources  of 
Error  in  Quantitative  Spectometric  Analysis 
by  Photo-Electric  Measurement,  by  H.  filebel. 
GERMAN,  per.  Arch  IlBenhuettevesen,  Wo  5, 

1958,  pp  275-251! 

Combustion  With  Simultaneous  Heat  Transfer, 

Part  II,  by  M.  Hansen,  R.  Jeschar. 

GERMAN,  per.  Arch  Eisenhuettevesen,  Jul  1959 » 

PP  397-405. 

Space  Harmonics  in  Electron  Beams,  by 
R.  Mueller. 

GERMAN,  per.  Arch  Elek  Uebertragung,  Vol  X, 

No  12,  1956,  pp.  505-511. 

Applications  of  Transistors  in  Pulse  Technology, 
by  E.  Baldinger,  11  pp. 

GERMAN,  per.  Bulletin  Schweitzer  Elektrotech 
Verein,  No  1,  1959,  PP  1-7* 

Estimation  of  Physical  Constants  of  Materials 
by  Means  of  Generally  Valid  Calculation  Pro¬ 
cedures,  by  A.  Lydersen. 

GERMAN,  per,  Dechema  Monograf ien,  Vol  XXXII, 

1959,  PP  39-45-  . 

Ballistic  Methods  for  Measuring  Explosive  Power 
and  Detonation  Shock,  by  J.  F.  Roth,  4$  pp. 
GERMAN,  per,  Exp Los ivstof f e ,  Vol  V,  No  8,  1957, 
pp  161-176.  649087 

A  Diagram  for  the  Determination  of  Loss  of 
Saturation  in  Standard  Ionization  Chambers,  by 
W.  Hubner. 

GERMAN,  per,  Fortschr  Rontgenstr,  Vol  LXXXIX, 

No  6,  1958,  pp  764-767. 

Electrodynamics.  I.  Two  Forms  of  the  Principle 
of  Least  Action  in  Electronic  Theory,  by  K.  Sch- 
warzschild,  5  PP* 

GERMAN,  per,  Ges  Wiss  Gottingen,  Math  Physik  Kl 
Nachrichten,  Vol  III,  1903,  PP  126-131.  ““ 
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Scientific 
PhyBics  (Contd) 

Dimension  and  Exterior  Measure,  by 
F.  Hausdorff. 

GERMAN,  per,  Katheaatisch*  Anaalen, 

vd  mix,  1919,  pp  WTIW- 

The  Detection  of  Faults  by  Ultrasonic 
Testing,  by  H.  Krainer,  E.  Krainer. 

GERMAN,  per,  Schwelsstechnik,  Mar  1958, 

pp  28-32, 

A  Light  Source  With  High  Intrinsic  Bril¬ 
liance^  by  H.  Gerdien,  A.  Lots,  8  pp. 

GERMAN,  per,  Wiss  Veroeffentl.  Siemens- 

Werken,  Vol  I,  1922,  pp  489-496. 

The  Photoelectric  Properties  of  Evaporated 
Cadmium  Sulfide  Layers,  by  W.  Veith. 

GERMAN,  per,  Z  Angev  Physik,  Vol  VII,  No  1, 

1955,  pp  1-7. 

Development  of  Luminescence  Dosimeter  for 
X-Rays,  by  Hans-Ulrich  Radke,  7  pp. 

GERMAN,  per,  Z  fuer  Angev  Physik,  Vol  IX, 

No  4,  1957,  pp  T80-183T 

Analysis  of  the  Most  General  Form  of  the 
Strain  Tensor,  by  E.  Kroener. 

GERMAN,  per,  Z.  Naturfors chung,  Vol  XIa, 

1956,  pp  95,  W- 

Studies  on  the  Nature  of  Photoluminescence 
In  Uranyl  Salts,  by  S.  J.  Wavilow,  W.  L. 
Levschin. 

GERMAN,  per,  Z.  Physik,  Vol  XLVIII,  1928, 

PP  397-425- 

Calculation  of  the  Natural  Line-Width  on  the 
Basis  of  Dirac's  Theory  of  Light,  by  V.  Weis- 
akopf,  E.  Wigner. 

GERMAN,  per,  Z.  Physik,  Vol  LXIII,  No  1-2, 
1930,  pp  54-73- 
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Scientific 
Physics  (Contd) 

Formation  of  the  Cathode  Spot  in  Luminous 
Area,  hjr  V.  Veizel,  R,  Roape,  6  pp. 

GERMAN,  per,  Z-itoerrtarsik,Vol  CXIX,  1942, 

PP  366-373. 

Contribution  of  Thermal  Radiation  to  the 
Heat  Conduction  Process,  by  L.  Genzel. 

GEIWAH,  per,  l  fuer  Physik,  Vol  CXXXV, 

1953,  pp  m-T§5T 

The  Crystallisation  of  Vapor-Deposited 
Antimony  Films,  by  Adolf  Gotzeberger . 

GERMAN,  per,  Z  fuer  Physik,  Vol  CXLII, 

1955,  pp  182-200": 

The  Microfield  in  Total  Units  With  Reciprocal 
Effect  According  to  Coulomb's  Law,  by  G.  Ecker, 
17  pp. 

GERMAN,  per,  2  fuer  Physjk,  Vol  CXLVIII,  1957, 
PP  593-606.  649795 

Investigation  of  Heterogeneous  Antimony  Vapor- 
Deposited  Filins,  by  E.  Cremer,  E.  Ruedl. 

GERMAN,  per,  Z  fuer  Physik,  Vol  CLI,  1958, 

pp  487-503- 

Scintillation  Spectrometer  for  Coincidence 
Measurements,  by  M.  Ageno  et  al. 

ITALIAN,  per.  Rend  1st  Super  Sanita,  Vol 
XVIII,  1955,  PP1S7-375. 

Quantum  Mechanical  Theory  of  Elastic  Dissipa¬ 
tion  in  Single  Crystals.  A  New  Relaxation 
Effect,  by  P.  G.  Bordoni. 

ITALIAN,  per.  La  Rieerca  Sci,  Vol  XIX,  No  8, 
1949,  pp  851-852: 

Effect  of  Orientation  on  the  Activities  of 
Neutron- Irradiated  Probes,  by  M.  de  A.  Vigon. 
SPANISH,  per,  Anales  Real  Soc  Bspan  FIs  y 
Qulm,  Ser  A  L,  No  il/12,  1954,  pp  215-220. 
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Scientific 
Physics  (Coatd) 


Perturbation  of  Neutron  Densities  by  Means 
ot  Probes,  by  M.  de  A.  Yigon,  XT.  Xie*.  * 
SPANISH,  per,  Anales  Real  goc  Xspan  FIs 
y  OulB.  Vol  UI  (A),  Ho  1/2,  pp  5-10. 

The  Measurement  of  Heat  Transfer  and  Temper¬ 
ature  af  Turbulent  Boundary  Layers,  by 
T.  Hanshelri. 

SWEDISH,  rpt,  pubi  by  Aeronautical  Inst  of 
Sveden,  FFA,  Rep  SS-75tl» 

1.  Stability  of  a  Conic  Shell  of  Circular 
Cross  Section  Under  the  Simultaneous  Action 
of  Axial  Compression  and  Normal  External 
Pressure,  by  I.  I.  Ivakhnin;  2.  Determining 
Soil  Density  by  Radioactive  Isotopes,  by 
A.  A.  Vasilenko,  9  pp. 

UKRAINIAN,  per,  Dopovldl  Ak  Nauk  UkRSR,  No  4, 
1958,  pp  372-380. 

A  Study  of  Structural  Change  of  Nickel  in 
Creep,  by  G.  Ya.  Kozers’skiy,  V.  A.  Kononenko, 
P.  M.  Okralnets',  11  pp. 

UKRAINIAN,  per,  Ukralnskty  Fi2  Zhur,  Vol  HI, 
No  3,  1958,  pp  3$l-395. 
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Scientific 
Sr^-ce  Research 


Soviet  Sputniks  and  Cosmic  Rockets,  "by  S.  G. 
Aleksandrov,  R.  Ye.  Fedorov. 

RUSSIAN,  bk,  Sovetskiye  Sputnik!  i  Koamichg- 
skaya  Raketa.  Moscow,  1959,  £32  pp. 

Guided  Missiles,  by  B.  V.  Lyapunov,  146  pp. 
RUSSIAN,  bk,  Upravlyayemye  Snaryady,  Moscow, 
1956,  139  pp. 

On  the  Precision  of  Measuring  Horizontal 
Coordinates  of  Satellites. 

RUSSIAN,  per,  Byul  Stantsiy  Opticheskogo 
NaV ’  ’oideniya  Iskusstvennykh  Sputnikov  Zemli, 

19‘ 

Seminar  on  Photographic  Observations  of 
Artificial  Earth  Satellites. 

RUSSIAN,  per,  Byul  Stanta'ly  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Sputnikov  Zenl i , 

No  3,  1959,  PP  1,  2. 

Determination  of  Standard  Time  for  Observa¬ 
tions  of  the  Second  Artificial  Earth  Satellite 
(1957  beta). 

RUSSIAN,  per,  Byul  Stantsiy  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Sputnikov  Zemli, 

No  3,  1959,  PP  3-6. 

Analysis  of  Equipment  for  Photographic  Observa¬ 
tions  of  Artificial  Earth  Satellites. 

RUSSIAN,  per,  Byul  Stantsiy  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Sputnikov  Zemli, 

No  3/  1959,  PP  IO-I5. 

Remarks  on  the  Processing  of  Visual  and  Photo¬ 
graphic  Observations  of  Artificial  Earth 
Satellites. 

RUSSIAN,  per,  Byul  Stantsiy  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Sputnikov  Zemli, 

No  3,  1959,  PP  15,  16. 

Results  of  photographic  Observations  of  Artifi¬ 
cial  Earth  Satellites  at  the  Astrophyslcal 
Institute  of  the  Kazakh  Academy  of  Sciences. 
RUSSIAN,  per,  Byul  Stantsiy  Opticheskogo 
Nablyudeniya  Iskusstvennykh  Sputnikov  Zemli, 

No  3,  1959,  P  lb- 
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Scientific 

Space  Research  (Contd) 


Viei»I<Fhotc«fc:ter.X*r  Satellite  ■ 

Observations . ' : 

RUSSIAN,  pet,  ByulT tantsly  Opticheskogo 
HblfttfltePlaw-  .I«kaSB  vennykh  Sputnlkov  Real  i , 

Ho  4,  1959,  PP ■»>'  S  .  .  . 

Observations  of  i  ightness  of  Carrier-Rocket 
of  Sputnik  III  a  Pulkovo. 

FUSS IAN,  per,  Byul  Stantsly  Ogtlcheskogo 
Nablyudeniya  IskusetvennyktT  Sputr ikov  Zenli, 
No  4,  1959,  PP  12-16. 

Results  of  Photographic  Observationa  of  Arti¬ 
ficial  Earth  Satellites. 

RUSSIAN,  per,  Byul  Stantsly  Optlches&ogo 
Nablyudeniya  Iskusetvennykh  Sputnikov  Zenli, 
No  4,  1959,  pp  ia-23.  ~ 

The  Sputnik  Radioed  to  Earth,  5  PP* 
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